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A  PRELIMINARY  STUDY  OF  THE  ALLOYS  OF  CHROMIUM, 
COPPER,  AND  NICKEL* 

I.  Introduction 

1.  Purpose  of  the  Investigation. — The  growing  interest  in  special 
acid-resisting  alloys  and  the  many  uses  found  for  them  has  stimulated 
both  the  search  for  efficient  materials  of  this  nature  and  the  study  of 
the  causes  underlying  their  inertness.  The  alloys  developed  by 
Professor  S.  W.  Parr  for  use  in  calorimeter  construction  have  shown 
this  quality  of  high  resistance  to  corrosion  to  a  marked  degree.  The 
almost  perfect  insolubility  of  these  alloys  in  nitric  and  other  acids 
seems  to  be  conditioned  upon  a  proper  mixture  of  chromium,  copper, 
and  nickel,  together  with  smaller  quantities  of  such  added  metals  as 
tungsten  or  molybdenum.! 

These  additions  have  so  marked  an  effect  in  improving  both  the 
acid  resisting  properties  and  the  casting  qualities  of  the  alloys  that  it 
has  seemed  desirable  to  study  their  effects  more  systematically  in 
order  that  they  may  be  used  to  the  best  advantage.  The  complexity  of 
the  mixtures  used,  however,  has  made  the  problem  a  very  difficult  one 
and  has  shown  the  necessity  of  first  obtaining  a  more  complete  knowl- 
edge of  the  ternary  alloys  of  chromium,  copper,  and  nickel,  and  of  the 
binary  alloys  of  copper  and  nickel,  copper  and  chromium,  and 
chromium  and  nickel.  With  this  information  in  hand  it  should  be 
possible  to  understand  better  the  effects  produced  by  additions  of 
a  fourth  metal. 

In  the  work  presented  in  this  bulletin  a  preliminary  survey  has 
been  made  of  the  binary  and  ternary  alloys  and  a  somewhat  systematic 
study  made  of  their  properties. 

2.  Present  State  of  Information. — Previous  investigators  have 
studied  in  some  detail  the  equilibrium  conditions  in  the  three  binarj* 
systems.  The  freezing  point  curves  for  copper-nickel  and  chromium- 
nickel  alloys  have  been  fairly  well  established,  but  that  for  the  chro- 
mium-copper series  has  been  determined  only  in  part,  owing  to  the 
unusual  difficulties  attending  the  work.  According  to  available  in- 
formation, these  alloys  belong  to  three  different  classes ;  copper-nickel 


*The  manxiscript  foi-  this  bulletin  was  originally  prepared  by  Mr.  Oscar  E.  Harder  and 
submitted  by  him  in  partial  fulfillment  of  the  requirements  for  the  degree  of  Doctor  of 
Philosophy,  University  of  Illinois.  Since  its  presentation  as  a  thesis,  it  has  been  reviewed 
and  in   certain   particulars  revised  by   Dr.   D.   F.   McFarland. 

tS.  W.  Parr,  Orig.  Com.  8th  Inter.  Congr.  Appl.  Chem.  Vol.  2,  p.  209,  1912.  Also 
Jour.  Am.   Chem.   Soc.  Vol.   37,  pp.  2515-2522,   1915. 
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forming  a  continuous  series  of  solid  solutions  (or  mixed  crystals), 
chromium-nickel  consisting  of  solid  solutions  with  a  minimum  point 
which  is  said  to  be  a  eutectic  point,  and  chromium-copper  having  two 
eutectic  points  with  a  wide  range  in  which  the  metals  do  not  alloy. 

The  alloys  of  copper  and  nickel  are  commercially  important  in 
the  form  of  Monel  metal  (Cu  30  per  cent,  Ni  70  per  cent),  Constantan 
(Cu  60  per  cent,  Ni  40  per  cent)  and  other  resistance  alloys,  and 
nickel  coin  (Cu  75  per  cent,  Ni  25  per  cent).  Chromium-nickel  alloys 
such  as  "Niehrome"  and  similar  resistance  alloys  have  important 
uses.  Chromium-copper  alloys  of  a  limited  range  of  composition  are 
also  obtainable  on  the  market.  The  solubility  of  chromium  in  copper 
has  been  placed  at  from  0.5  to  10.0  per  cent  by  various  investigators, 
while  the  solubility  of  copper  in  chromium  has  been  placed  at  less 
than  5.0  per  cent. 

3.  Plan  of  Worh. — It  was  originally  intended  that  this  investiga- 
tion should  include  the  following: 

a.  The  preparation  of  samples  of  both  the  binary  and  ternary 
alloys  which  would  represent  all  of  the  possible  combinations  with 
variations  of  10  per  cent  of  the  different  constituents. 

6.  Physical  and  mechanical  examinations  which  would  include 
color,  appearance,  specific  gravity,  hardness,  tensile  strength,  reduc- 
tion of  area,  elongation,  and  modulus  of  elasticity. 

c.  Corrosion  tests  in  solutions  of  nitric  acid,  hydrochloric  acid, 
sulfuric  acid,  sodium  hydroxide,  ammonium  hydroxide,  and  sodium 
chloride,  and  in  fatty  acids. 

d.  Measurements  of  the  relative  electromotive  forces  of  the  alloys 
in  contact  with  salt  solutions. 

e.  Thermal  analysis  and  heat  treatment. 
/.    Microscopic  examination. 

This  progi'am  has  been  carried  out  with  the  exception  of  the 
thermal  analysis  and  heat  treatment.  Considerable  time  and  effort 
have  been  expended  on  the  attempt  to  w^ork  out  the  former,  but  the 
experimental  difficulties  have  been  so  great  that  it  has  been  necessary 
to  reserve  this  analysis  for  further  work  and  future  report.  It  was 
thought  best  also  to  postpone  the  study  of  heat  treatment  until  the 
equilibrium  diagram  could  be  obtained. 

4.  Summary  of  Besults  and  Conclusions. — The  results  obtained 
together  with  the  conclusions  drawn  from  them  may  be  summarized 
as  follows: 

a.  Methods  have  been  developed  for  making  castings  of  alloys  of 
chromium,  copper,  and  nickel ;  and  twenty-one  binary  and  thirty  ter- 
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nary  alloys  have  been  prepared.     From  this  part  of  the  work  the 
following  conditions  have  been  drawn. 

(1)  Castings  of  chromium  and  copper  containing  as  much  as 
13  per  cent  of  chromium  can  be  prepared  by  melting  and  pouring  the 
metals  at  about  1600  degrees  C. 

(2)  Chromium-copper  alloys  containing  6.08  per  cent  or 
more  of  chromium  show  a  separation  of  chromium  or  of  a  chromium- 
rich  constituent,  if  they  are  cooled  slowly. 

(3)  If  equal  weights  of  chromium  and  copper  are  heated 
together  to  a  temperature  well  above  the  melting  point  of  chromium 
and  slowly  cooled,  the  alloy  is  not  homogeneous,  but  consists  of  two 
layers;   the  lower  rich  in  copper,  and  the  upper  rich  in  chromium. 

(4)  The  addition  of  nickel  to  alloys  of  chromium  and  copper 
tends  to  prevent  the  separation  of  the  chromium  or  chromium-rich 
constituent;  when  the  amount  of  nickel  is  more  than  three  times  the 
amount  of  copper  present,  the  alloys  become  practically  homogeneous. 

h.     Physical  and  mechanical  tests  have  been  made  with  the  fol- 
lowing results : 

(1)  The  specific  gravity  at  25  degrees  C.  of  the  alloys  tested 
varies  from  8.92  to  7.89  and  decreases  with  an  increase  of  chromium. 

(2)  The  Brinell  hardness  number  varies  from  that  of  pure 
copper  to  that  of  tool  steel  and  increa.ses  Avith  an  increase  of  chromium. 

(3)  The  modulus  of  elasticity  of  the  sixteen  alloys  tested 
varies  from  less  than  15.000,000  to  more  than  40,000.000  pounds  per 
square  inch.    Generally  it  increases  with  an  increase  of  chromium. 

(4)  The  ultimate  tensile  strength  of  the  eighteen  alloys  tested 
varies  from  less  than  10.000  to  more  than  50,000  pounds  per  square 
inch. 

(5)  The  reductions  and  elongations  are  small  in  all  cases. 

(6)  The  stress-deformation  curves  are  similar  to  those  of  cast 
iron. 

c.     More  than  three  hundred  corrosion  tests  have  been   made. 
Results  show  that: 

(1)  The  amount  of  corrosion  is  not  proportional  to  the 
strength  of  the  acid  or  base. 

(2)  A  triangular  system  of  plotting  shows  certain  fairly 
well-defined  areas  which  are  highly  resistant  to  corrosion. 

(3)  Not  only  the  alloys  in  the  region  approximating  the 
composition  of  the  alloy  developed  by  Professor  Parr  are  highly  non- 
corrodible,  but  others  have  shown  equally  good  resistance  to  corrosion. 
In  general  the  ternary  alloys  are  less  corroded  than  the  binary,  though 
there  are  some  exceptions. 
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d.  An  attempt  has  been  made  to  find  some  relation  between  the 
relative  electromotive  forces  obtained  by  placing  the  alloys  in  contact 
with  4  Normal  sodium  chloride  solution  and  their  relative  resistance 
to  corrosion,  but  no  such  relation  has  been  found  from  the  experi- 
mental data  obtained. 

e.  A  microscopic  study  of  the  alloys  has  been  made  and  the  fol- 
lowing agreements  with  earlier  iuA^estigators  have  been  found : 

( 1 )  The  results  agree  with  Voss '  conclusions  that  chromium 
and  nickel  form  a  series  of  solid  solutions  (mixed  crystals)  over  the 
range  of  100  to  50  per  cent  of  nickel  and  that  they  form  a  eutectic,  or, 
as  Guertler  called  it,  a  pseudoeutectic,  containing  about  42  per  cent  of 
nickel. 

(2)  The  results  on  the  copper  nickel  series  agree  with  those 
of  Guertler  and  Tammann  in  showing  a  continuous  series  of  solid 
solutions. 

(3)  All  nickel-rich  alloys,  both  binary  ancl  ternary,  show 
well-defined  polyhedral  crystals. 

/.  In  general  the  results  indicate  that  the  alloys  of  chromium- 
copper-nickel  which  show  possibilities  of  becoming  of  commercial  im- 
portance are  limited  to  certain  rather  well-defined  ranges  of  composi- 
tion. In  Fig.  1  is  shown  diagrammatically  what  seems  to  be  the  most 
promising  field  for  future  investigation.  In  the  nickel-rich  corner 
of  the  diagram  the  alloys  have  very  large  polyhedral  crystals  and  a 
coarse  texture,  and  have  usually  developed  blow-holes  in  casting.  There 
is  a  possibility  that  the  texture  can  be  improved  by  the  addition  of  a 
fourth  metal  as  Professor  Parr  has  done  by  the  use  of  tungsten  or 
molybdenum.  The  alloys  containing  large  percentages  of  chromium 
have  such  high  melting  points  and  are  so  hard  to  prepare  that,  unless 
they  find  special  and  important  applications,  there  is  little  chance  of 
their  being  used  commercially.  Alloys  containing  large  percentages  of 
copper  with  chromium  show  such  a  marked  segregation  that  they  do 
not  machine  well  and  their  mechanical  properties  are  poor.  The  re- 
gion which  promises  best  from  the  mechanical  and  physical  standpoint 
is  also,  as  a  general  rule,  highly  resistant  to  corrosion  in  the  various 
solutions  tested. 

II.  Preparation  of  the  Alloys. 

5.  Materials. — All  the  materials  used  in  the  preparation  of  the 
different  alloys  were  of  good  quality.  The  chromium  was  secured  from 
the  Goldschmidt  Thermit  Company  and  was  labeled  98.99  per  cent 
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chromium.  An  analysis  of  one  sample  showed  98.2  per  cent  chromium 
with  the  remainder  consisting  largely  of  silica,  slag,  etc.  The  nickel 
was  C.  A.  F.  Kahlbaum's  "Nickel  in  Wurfeln"  and  an  analysis 
showed  that  it  contained  99.6  per  cent  of  nickel,  a  small  amount  of 
iron,  and  only  a  trace  of  cobalt.  Two  different  lots  of  copper  were 
used,  both  of  Avhieh  were  electrolytic;  one  purchased  from  the  J.  T. 
Baker  Chemical  Com})any  and  the  other  from  Kahlbaum.. 


Fig.  1.     Diagram  Showing  Alloys  Having  Possible  Commercial   \^\lues. 


6.  Melting  the  Metals. — The  samples,  with  the  exception  of  No. 
1  to  No.  6,  inclusive,  were  melted  in  Crescent  Safety  crucibles  in  a 
Hoskins  electric  furnace  of  the  carbon  plate  resistor  type.  These 
crucibles  are  sand  crucibles  covered  with  graphite.  They  withstood 
temperatures  as  high  as  1600  degrees  C,  and  in  only  one  or  two  cases 
did  they  seem  to  be  softened  by  that  heat.  It  was  not  possible  to  use 
a  crucible  for  more  than  one  melt  because  of  the  corrosion  of  the  sand 
lining.    Samples  No.  1  to  No.  6,  inclusive,  were  melted  in  a  gas-fired 
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furnace  in  fire-clay  crucibles.  The  metals  were  protected  by  a  cover 
of  powdered  cryolite  (NaAlF4)  which  melted  easily  below  the  melting 
point  of  copper  and  effectively  prevented  oxidation  of  the  chromium. 
It  was  not  volatilized  at  the  temperatures  used  and  was  the  most 
satisfactory  cover,  although  a  number  of  other  covers  and  fluxes 
were  tried. 

The  charges  of  metals  were  of  uniform  size,  300  grams,  in  all 
cases.  The  furnace  used  from  25  to  30  kw.  per  hour  and  the  time 
required  for  a  melt  varied  from  two  to  three  hours. 

7.  Casting  the  Samples. — The  molten  metals  were  poured  into 
asbestos-lined  iron  moulds  Y-i  iiichcs  in  diameter  and  about  8  inches 
in  length,  which  had  been  heated  to  a  bright  red  temperature  and 
packed  in  amorphous  silica.  By  taking  a  reasonable  amount  of  care 
it  was  possible  to  prevent  contact  of  the  molten  alloy  with  the  iron 
mould  and  to  insure  its  easy  removal  from  the  mould  when  cold.  The 
silica,  being  a  good  non-conductor  of  heat,  allowed  the  casting  to  cool 
very  slowly. 

8.  Composition  of  Alloys. — The  intended  composition  of  the  dif- 
ferent alloys  is  given  in  Table  1.  The  percentages  are  expressed  in 
both  atomic  per  cent  and  weight  per  cent.  The  weight  per  cent  was 
calculated  from  the  atomic  per  cent  by  means  of  the  following  formula 
in  which  A,  B,  and  C  represent  respectively  the  three  metals  chro- 
mium, copper,  and  nickel. 

„,  .   ,  ,      At.  %  ^x  at.  wt.^xlOO 

Weight  percent^  ^~ — ~ -. ^=—fi „ : — 7^ — 7; :       ^    ^, 

^     ^  At.  %  ^  X  at,  wt.^  ^  at.  %  £xat.  wt.  5  h-  at.   %   Cxat.  wt.  C. 

In  these  calculations  the  values  Cr  =  52.00,  Cu  =  63.57,  and  Ni  = 
58.68  were  used  as  the  atomic  weights.  Table  1  shows  also  the  weight 
per  cent  composition  of  the  castings  found  by  analysis. 

9.  Analysis. — Three  methods  of  sampling  Avere  used.  For  some 
of  the  softer  alloys  the  sample  was  obtained  by  making  drillings ;  for 
the  specimens  which  were  turned  to  test  pieces  the  turnings  were  used 
for  analysis;  in  all  other  cases  a  piece  was  taken  from  one  end  of 
the  specimen.  The  copper  and  nickel  were  determined  electrolytic- 
ally.*  Chromium  was  determined  by  precipitating  it  as  the  hydroxide, 
and  by  igniting  and  weighing  it  as  the  oxide.  In  a  few  cases  one  of 
the  constituents  was  determined  by  difference  as  indicated  in  Table  1. 

10.  Changes  in  Composition. — A  comparison  of  the  composition 
of  the  charge  with  the  composition  of  the  casting,  as  found  by  analysis, 


*The  preparation  of  the  samples  for  analysis  and  the  electrolytic  determination  of  copper 
and  nickel  in  all  of  the  alloys  were  done  by  Sydney  M.  Hull. 
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Table  1 
Composition  of  Alloys 


Atomic  Per 

Cent 

Weight  Per  Cent 

Weight  Per 

Cent 

Number 

Cu 

Composition 

Cr   1   Ni 

Composition 

Composition  by  Analysis 

Cu 

1   Cr 

1   Ni 

Cu   1   Cr 

Ni 

1 

100 

100. 

2 

90 

10 

90.71 

9.29 

90.84 

9,00 

3 

80 

20 

81.27 

18.73 

81.07 

18.76 

4 

70 

30 

1   71.65 

28.35 

71.16 

28.46 

5 

60 

40 

61.90 

38.10 

61.63 

38.25 

6 

50 

* 

50 

52.00 

48.00 

48.96 

49.90 

7 

40 

60 

41.94 

58.06 

69.13 

30.59 

8 

30 

70 

31.70 

68.30 

41  14 

58.27 

9 

20 

80 

21.31 

78.69 

20.65 

79.35t 

10 

10 

90 

10.74 

89.26 

10,57 

88.90 

H 

100 

100.00 

00.00 

99.66 

12 

90 

10 

9i.68 

9.32 

94.20 

6.08 

00.00 

13 

80 

10 

10 

82.12 

8.40 

9.48 

84.36 

7.79 

9.28 

14 

70 

10 

20 

72.43 

8.45 

19.12 

74.63 

8.25 

16.05 

15 

60 

10 

30 

62.58 

8.53 

28.89 

66.32 

10.63 

22.94 

16 

50 

10 

40 

52.57 

8.60 

38.83 

54.71 

15.94 

29.35 

17 

40 

10 

50 

42.40 

8.67 

48.93 

42.56 

10.13 

48.00 

18 

30 

10 

60 

32.05 

8.75 

59.20 

32.69 

13.97 

54.16 

19 

20 

10 

70 

21.55 

8.81 

69.64 

20.85 

11.80 

66.25 

20 

10 

10 

80 

10.87 

8.89 

80.24 

11.83 

11.90 

76.27t 

21 

10 

90 

8.96 

91.04 

00.00 

19.37 

78,99 

22 

'80 

20 

83.02 

16.98 

87.93 

13.15 

00.00 

23 

70 

20 

10 

73.22 

17.12 

9.66 

80.58 

10.56 

9.38 

24 

60 

20 

20 

63.28 

17.25 

19.47 

56.30 

14.56 

29.24 

25 

50 

20 

30 

53.16 

17.40 

29.44 

66.92 

13.62 

19.20 

26 

40 

20 

40 

42.88 

17.54 

39.58 

44.08 

19.30 

36.34 

27 

30 

20 

50 

32.41 

17.69 

49.90 

36.70 

15.99 

47.31t 

28 

20 

20 

60 

21.80 

17.83 

60.37 

22.20 

19.86 

57.36 

29 

10 

20 

70 

10.99 

17.98 

71.03 

10.88 

19.64 

68.62 

30 

20 

80 

18.14 

81.86 

00.00 

21.52 

76.95 

31 

70 

30 

74.05 

25.95 

89.82 

9.89 

00.00 

32 

60 

30 

id 

63.99 

26.17 

9.84 

73.63 

17.66 

8.55 

33 

50 

30 

20 

53.77, 

26.38 

19.85 

59.62 

22.00 

19.48 

34 

40 

30 

30 

43.37 

26.61 

30.02 

45.70 

25.10 

29.52 

35 

30 

30 

40 

32.79 

26.84 

40.37 

33.76 

29.46 

36.78t 

36 

20 

30 

50 

22.05 

27.06 

50.89 

22.58 

28.10 

48.42 

37 

10 

30 

60 

11.12 

27.29 

61.59 

10.90 

29.70 

58.12 

38 

30 

70 

27.52 

72.48 

00.00 

28.44 

71.56t 

39 

60 

40 

64.71 

35.29 

Not  analyzed 

40 

50 

40 

id 

54.33 

35.58 

ib.o-i 

70.57 

19.93 

8.99 

41 

40 

40 

20 

43.86 

35.89 

20.25 

54.16 

31.63t 

14.21 

42 

30 

40 

30 

33.17 

36.20 

30.63 

33.60 

38.16 

26.78 

43 

20 

40 

40 

22.31 

36.50 

41.19 

22.68 

41.32 

34.60 

44 

10 

40 

50 

11.25 

36.82 

51.93 

11.02 

43.30 

46.46 

45 

40 

60 

37.14 

62.86 

00.00 

44.93 

56.55 

46 

'so 

50 

5*5. 2d 

44,80 

Not  prepared 

47 

40 

50 

10 

44.38 

45.37 

10.25 

Not  prepared 

48 

30 

50 

20 

33.57 

45.76 

20.67 

28.42 

54.92 

17.12 

49 

20 

50 

30 

22.58 

46.16 

31.26 

24.12 

47.54 

26.28 

50 

10 

50 

40 

11  39 

46.56 

42.05 

51 

50 

50 

46.96 

53.04 

oo.bd 

57.40 

4i.66 

52 

40 

60 

44.89 

55.11 

53 

30 

60 

id 

33.96 

55.59 

10.45 

54 

20 

60 

20 

22.85 

56.06 

21.09 

55 

10 

60 

30 

11.53 

56.56 

31.91 

Not  analyze 

d   ■  ■  ■ 

56 

60 

40 

57.07 

42.93 

Not  analyze 

d 

57 

30 

70 

34.37 

65.63 

58 

20 

70 

'  id 

23.13 

66.21 

li.56 

59 

10 

70 

20 

11.66 

66.80 

21.54 

60 

70 

30 

67.40 

32.60 

Not  analyze 

d  '  '  ' 

61 

20 

80 

23.41 

76.59 

...  1 

62 

10 

80 

id 

11.81 

77.29 

ib.bd 

!  !  !  1     '.  '.  .  I 

63 

-  80 

20 

78.00 

22.00 

Not  analyze 

d  ■  ■  ■ 

64 

id 

90 

li.96 

88.04 

65 

90 

io 

88.86 

li.'l4 

Not  analyze 

d  "  "  ' 

66 

...   ' 

100 

100.00 

.  .  .    98.21 

*No.  6  was  made  iip  to  be  50  per  cent  copper  and  50  per  cent  nickel  by  weight. 
t  Determined  by  difference. 
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shows  that  there  was  a  remarkable  loss  in  chromium  in  the  chromium- 
copper  alloys.  The  highest  chromium  content  found  was  in  No.  22 
which  showed  13.15  per  cent,  whereas  it  should  have  shown  about  17 
per  cent.  In  No.  31  the  chromium  should  have  been  about  26  per  cent, 
but  analysis  showed  only  9.89  per  cent.  All  attempts  to  prepare 
alloys  of  chromium  and  copper  containing  higher  percentages  of  chro- 
mium failed.  Even  in  the  case  of  Alloy  No.  12,  which  was  slowly 
cooled  and  which  contained  only  6.08  per  cent  of  chromium,  there  is 
a  separation  of  pure  chromium  or  of  a  chromium-rich  constituent. 
(See  Fig.  25.) 

It  has  been  stated  by  Hindrichs  that  at  higher  temperatures  chro- 
mium and  copper  form  an  emulsion  in  which  the  chromium  may  be 
in  a  finely  divided  condition,  and  that  on  slow  cooling  the  chromium 
collects  in  larger  particles.  It  seems  more  probable,  however,  that 
chromium  should  be  more  soluble  in  copper  at  higher  temperatures 
than  at  the  melting  point.  In  either  case  rapid  cooling  would  tend 
to  prevent  such  a  separation  and  to  produce  a  more  homogeneous 
structure.  Evidence  to  this  effect  is  shown  by  the  fact  that  the  alloy 
containing  10  per  cent  of  chromium  and  90  per  cent  of  copper  which 
is  offered  for  sale  by  the  Goldschmidt  Thermit  Company  is  almost 
homogeneous.  This  alloy  is  said  to  be  made  1\y  an  aluminothermic 
method.  The  aluminothermic  reaction  produces  a  very  high  tempera- 
ture, and  if,  as  appears  to  be  the  case,  the  alloy  is  cooled  suddenly, 
there  would  not  be  sufficient  time  for  the  separation  of  the  chromium 
or  chromium-rich  constituent. 

In  the  case  of  the  other  alloys  there  were  losses  of  different  con- 
stituents depending  upon  a  number  of  conditions.  In  the  ternary 
alloys  rich  in  copper  there  was  generally  a  loss  in  chromium,  probably 
due  to  the  insolubility  of  the  chromium  in  the  other  metals  present. 
In  the  ternary  alloys  rich  in  nickel  and  in  the  binary  alloys  of  chro- 
mium and  nickel,  there  was  generally  a  loss  of  nickel,  l)ut  that  may  be 
accounted  for  by  the  fact  that  in  making  up  the  charges  precaution 
was  taken  to  protect  the  chromium  by  putting  it  in  the  bottom  of  the 
crucible,  thus  the  nickel  was  left  moie  exposed  to  oxidation.  The 
changes  in  composition  may  be  studied  in  Table  1.  It  is  certain  that 
in  making  a  series  of  alloys  by  such  a  method  as  has  been  outlined, 
it  is  not  safe  to  assume  that  the  composition  of  the  alloy  obtained  will 
be  the  same  as  that  of  the  charge  melted. 

11.  Alloy  of  50  Per  Cent  Cr  and  50  Per  Cent  Cu. — In  order  to 
determine  whether  or  not  a  homogeneous  alloy  containing  equal  parts 
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of  chromium  and  copper  could  be  prepared,  the  following  experiments 
were  conducted. 

A  charge  of  30  grams  of  chromium  and  30  grams  of  copper  was 
heated  in  an  electric  furnace.  A  little  copper  w^as  put  in  the  bottom 
of  the  crucible,  the  chromium  was  added,  and  then  the  remainder 
of  the  copper.  The  charge  was  covered  wath  cryolite.  It  was  heated 
well  above  the  melting  point  of  chromium  and  kept  at  that  tempera- 
ture for  at  least  fifteen  minutes.  The  current  was  then  shut  off  and  the 
furnace  allowed  to  cool  slowly.  An  examination  showed  that  the  chro- 
mium had  been  melted.  The  copper  which  had  been  put  on  top  of 
the  charge  was  found  at  the  bottom  of  the  melt,  and  a  fairly  well 
defined  line  of  Reparation  between  the  copper-rich  and  the  chromium- 
rich  parts  of  the  melt  could  be  seen.  (See  Figs.  2  and  3.)  The  above 
experiment  was  later  repeated  with  similar  results.  By  this  method 
it  has  Ijccn  possible  to  get  a  division  of  the  melt  into  two  fairly  well 
defined  layers.  From  a  microscopic  examination  (Figs.  2  and  3)  it 
was  evident  that  the  lower  layer  contained  some  chromium,  and  it 
appeared  that  the  upper  layer  contained  some  copper.  Hindrichs 
stated  that  he  was  not  able  to  get  the  two  metals  to  separate  into 
two  sharply  defined  layers. 


Fig.  2 


Fig.  3 


MlCRCPHOTOGKAPHS  SHOWING  SeP^VRATION  OF  COPPER  FROM  ChRCMIUM  IX  A   50  PeR 

CENT  Cu,  50  Per  cent  Cr.  Alloy.    Etched  in  1  per  cent  FeClj  in  1:1  HCl 

AND   THEN    StaINED  IN   I   IN  ALCOHOL.      THE   DaRK   PORTION   IS    THE 

CoppER-RicH  Constituent.    Magnified  30  Diameters. 
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III.  Physical  and  Mechanical  Properties 

12.  Color  and  Appearance. — The  colors  of  the  different  alloys 
depend  upon  the  amount  of  copper  as  compared  with  the  sum  of  the 
amounts  of  chromium  and  nickel  present.  The  chromium  and  nickel 
colors  are  more  persistent  than  the  copper  color,  and  an  alloy  con- 
taining 50  per  cent  of  copper  and  50  per  cent  of  nickel,  or  of  chromium 
and  nickel,  has  the  color  of  nickel  and  does  not  show  any  color  of 
copper.  The  alloys  near  the  pure  copper  corner  of  the  diagram  (see 
Fig.  4)  show  the  greatest  tendency  to  tarnish  when  exposed  to  the 
air  in  the  laboratory.  On  the  other  hand,  the  alloys  near  the  nickel 
corner  of  the  diagram  are  more  porous  and  more  likely  to  contain 
blowholes. 

13.  MctJiod  of  Plotting  Diagrams. — The  following  method  has 
been  adopted  for  plotting  the  relation  between  the  compositions  and 
the  various  properties  of  the  alloys  as  shown  in  Fig.  4. 

The  three  metals,  chromium,  copper,  and  nickel,  are  represented 
by  the  corners  of  the  equilateral  triangle.  The  compositions  of  the 
different  alloys,  as  found  by  analysis,  have  been  represented  by  the 
centers  of  the  circles  so  that  they  can  be  read  directly  from  the  dia- 
gram. The  number  of  the  alloy  has  been  placed  inside  of  the  circle. 
All  of  the  binary  alloys  fall  on  the  sides  of  the  triangle  and  all  of  the 
ternary  alloys  fall  within  the  triangle.  One  example  will  serve  to 
show  the  method  of  reading  the  composition  of  the  different  alloys 
from  their  positions  on  the  diagram.  No.  28  is  approximately  on  the 
line  marked  20  per  cent  chromium  which  runs  parallel  to  the  copper- 
nickel  side  of  the  triangle  and  between  the  lines  marked  60  and  50 
per  cent  of  nickel  which  run  parallel  to  the  chromium-copper  side  of 
triangle.  Therefore  it  can  be  estimated  that  the  alloy  contains  approx- 
imately 57  per  cent  of  nickel.  About  23  per  cent  is  left  for  copper. 
The  same  result  can  be  read  from  the  distance  of  the  center  of  the 
circle  to  the  line  marked  20  per  cent  copper  which  runs  parallel  to 
the  chromium-nickel  side  of  the  triangle.  By  this  method  it  is  possible 
to  read  directly  the  composition  of  any  alloy  which  has  been  plotted 
on  the  diagram.  The  alloys  which  show  the  copper  color  are  Nos.  2, 
3,  4,  5,  12,  13,  14,  22,  23,  31,  32,  40,  and  48.  Their  compositions  can  be 
read  from  Fig.  4  or  can  be  found  in  Table  1.  Table  2  shows  in  a  brief 
way  the  kinds  of  castings  which  were  obtained  for  the  different  alloys. 

14.  Specific  Gravity. — The  specific  gravities  of  the  different 
alloys,  as  cast,  are  given  in  Table  2,  and  the  same  results  are  shown 
in  Fig.  4.  In  the  diagram  the  specific  gravity  of  the  alloy  has  been 
written  above  the  circle  representing  the  composition  of  the  alloy. 
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The  alloys  were  weighed  in  air  and  in  distilled  water  at  25  degrees  C, 
and  the  specific  gravities  were  determined  from  the  formula : 


Sp.  gv. 


Wt.  in  air  att^C.x  sp.  gr.  HjO  at  ^C. 
Loss  of  wt.  in  HoO  at  t^C. 


,00 m      . 

J-iPureCr 

^0  /      \^ 
90 

QQ 

^/  \/  \/  \^Q 

eo /V  Y  Y  Y  y\ 

I  i'o/  V  W  \/  \/^^K 

.4 %/  Y  \/ ,  y  4aA/  s«? 

^  A     /\      7\   W\  ^/ 

s   /  \   /ex.    /  \8Jri  \    /    .     ,     .     ,     .    . 

^ "^     ^     ^ VJ(  ®Ai^    A     M 

^9/    \&)    \    /    y-^y^  \    /  \    /m 
(fOe.70  ysj7\  ^  ^       /  ^       /  ^  ^^^^ 

PureCu  PureNi 

Fig.  4.     Diagram  Showing  Composition  of  Alloys  and  Specific  Gravities  at 

25  Degrees  C. 


If  the  alloys  containing  a  constant  amount  of  chromium  with  vary- 
ing aiitounts  of  copper  and  nickel  are  considered,  it  will  be  seen  that 
there  is  little  variation  in  the  specific  gravity.  On  the  other  hand,  if  the 
alloys  containing  a  constant  amount  of  copper  with  varying  amounts 
of  chromium  and  nickel  are  considered,  it  will  be  seen  that  the  specific 
gravity  decreases  as  the  percentage  of  chromium  increases.  Similar 
results  may  be  obtained  if  the  alloys  containing  constant  amounts  of 
nickel  and  varying  amounts  of  chromium  and  copper  are  examined. 
If  the  specific  gravities  are  plotted  as  ordinates  and  the  percentages  of 
chromium  as  abscissae,  fairlv  regular  curves  will  be  obtained.    When 
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Table  2 
Hardness,  Specific  Gravity,  and  Kind  of  Casting 


Diameter 

Brinell 

Specific 

Number 

of 

Hardness 

Gravity 

Kind  of  Casting 

Impression 

Number 

at  25°  C. 

i 

Good. 

2 

Broke  in   test. 

8.56 

Good. 

3 

Cracked  in  test. 

8.76 

Medium. 

4 

Cracked  in  test. 

8.92 

Blowholes  in  places. 

5 

Specimen  too   small. 

8.76 

Blowholes  in  places. 

6 

Specimen  too   small. 

8.78 

Good. 

7 

7.20 

Below  68 

8.53 

Good. 

8 

Castins  had  blowholes. 

9 

Blowholes  all  through. 

10 

Blowholes  in  places. 

11 

Broke  in  test. 

(5.4   mm.   thick) 

8.69 

Large  crystals  and  small  blowholes. 

12 

7.20 

Below  68 

8.78 

Good. 

13 

6.30 

86 

8.57 

Sound. 

14 

5.80 

103 

8.81 

Sound. 

15 

5.00 

143 

8.72 

Sound. 

16 

4.73 

161 

8.75 

Small,   but  sound. 

17 

4.70 

163 

8.62 

Fair. 

18 

•  .  . 

Small  blowholes. 

19 

.  .  . 

Fair,  except  for  blowholes. 

20 

Fair,  except  for  blowholes. 

21 

Large  blowholes. 

22 

6.90 

69 

8.60 

Sound   throughout. 

23 

6.40 

82 

8.71 

Good. 

24 

6.20 

89 

*8.34 

Good. 

25 

5.90 

99 

8.62 

Good. 

26 

4.80 

156 

8.52 

Very  good. 

27 

4.50 

175 

8.54 

Sound. 

28 

4.50 

179 

8.50 

Sound. 

29 

5.30 

126 

8.48 

Sound. 

(Specimen   small) 

30 

Larse  blowholes. 

31 

7.30 

68 

8.47 

Medium. 

32 

5.46 

117 

8.55 

Small,    but    sound. 

33 

5.50 

116 

8.49 

Excellent.      There   was  some   segregation 
of  Cr  at  top  of  casting. 

34 

5.30 

126 

8  42 

Good. 

35 

4.92           1           148 

8.34 

Excellent. 

36 

4.60                      170 

8.34 

Excellent. 

37 

4.70                      163 

8.36 

Excellent. 

38 

4.48                      181 

8.23 

Good. 

39 

Not  prepared. 

40 

5.40                     121 

8.33 

Small,  but  sound. 

41 

5.50                      116 

8.38 

Good. 

42 

5.20                      131 

8.14 

Excellent. 

43 

4.80                      156 

8.12 

Excellent. 

44 

4.70                      163 

8.13 

Excellent. 

45 

4.93                      147(?) 
(Cracked    in    test.) 

8.14 

Good. 

46 

Not   prepared. 

47 

Not  prepared. 

48 

5.70 

107 

8.24 

Excellent. 

49 

Sound. 

50 

4.25 

202 

7'.  8  9 

Good. 

51 

4.50                      179 

7.95 

Good.                                                 • 

55 

4.00           1           228 

Sound. 

56 

4.50           !           179(?) 
(Specimen  too  small) 

Sound. 

60 

Sound. 

63 

Sound.- 

65 

... 

Sound. 

*This  value  is  in  error  because  of  a  concealed   blowhole. 
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the  exact  composition  of  the  alloy  is  known,  it  is  possible  to  get  some 
idea  of  the  relative  porosity  of  the  specimen  by  a  study  of  the  specific 
gravity. 

15.  Brindl  Hardness  Number. — The  hardness  measurements 
Avere  made  in  the  Materials  Testing  Laboratory  of  the  Department  of 
Theoretical  and  Applied  Mechanics  of  the  University  of  Illinois  by 
using  a  Brinell  instrument  with  a  3,000  kilogram  load  and  a  ball  of  10 
mm.  diameter,  the  pressure  being  applied  for  15  seconds.  The  diameters 
of  the  impressions  were  carefully  measured,  and  the  hardness 
numbers  corresponding  to  those  diameters  were  found  in  a  table  sup- 
plied b}^  the  makers  of  the  instrument.  The  pieces  tested  had  been 
ground  smooth  and  were  from  4  to  8  mm.  thick  and  about  20  mm.  in 
diameter.  Only  one  test  was  made  on  each  piece,  and  if  it  was  noticed 
that  the  piece  had  bulged  or  cracked  from  the  pressure,  that  fact  was 
recorded  or  the  results  were  rejected. 

Specimen  No.  11  requires  special  mention.  It  was  a  sample  of 
pure  nickel  w^hich  had  been  melted  in  a  magnesia  crucible  and  slowly 
cooled.  It  had  very  large  ciystals  (see  microphotograph  of  Alloy  No. 
11,  Fig.  24),  and  when  a  piece  5.4  mm.  thick  and  22  mm.  in  diameter 
was  tested,  it  broke  at  a  load  of  about  2,000  kilograms. 

A  comparison  with  the  values  which  are  given  in  Table  3*  shows 
that  some  of  the  specimens  were  especially  hard. 


Table  3 
Hardness  Tests  by  Canada  Department  of  Mines 


Material 

Date 

Load 

Brinell 

Hardness 

Copper,  rolled  sheet,  unannealed 

Jan. 1913 

1,000  lbs. 

65.6 

"             "          "                " 

"      1914 

1,000   " 

67.4 

If                              H                      >l                                   »» 

"      1914 

3,500   " 

75.0 

*'                    *'               ' 

'■      1914 

3,500   " 

81.9 

Swedish  iron 

Jan. 1913 

3,500   " 

90.7 

"            " 

"      1914 

1,000   " 

68.6 

"            " 

"      1914 

3,500   " 

75.2 

Wrought  iron 

Jan.  1913 

3,500   " 

92.0 

"           " 

"      1914 

1,000   " 

83.1 

If           tt 

"      1914 

3,500   " 

100.2 

Cast  iron 

Jan. 1913 

3,500   " 

97.8 

"        " 

"      1914 

1,000   " 

84.4 

>»        >» 

'      1914 

3,500   " 

104.5 

Mild  steel 

Jan. 1913 

3,500   " 

109.9 

"        "        cold  rolled  shafting 

'"      1914 

3,500   " 

126.2 

Tool  steel 

Jan. 1913 

3,500   " 

153.8 

"        "Crescent" 

"      1914 

3,500   " 

130.2 

Spring  steel 

Jan. 1913 

3,500   '■ 

160.3 

"           " 

'      1914 

3,500   " 

178.0 

Tool   steel   self-hardening 

Jan. 1913 

3,500   " 

180.0 

"Rex"    (before  hardening) 

'      1914 

3,500   " 

162.1 

Tool  steel,  self-hardening 

"Rex"    (after  hardening) 

"      1914 

3,500   " 

240.0 

Tool  steel,    self-hardening,    from   work   shop 

(School  of  Mines) 

Jan, 1914 

3,500   " 

259.0 

Cobalt 

3,500   " 

124.0 

■"Canada  Department  of  Mines,  Report  No.  309,  Part  II,  p.  9,  by  Kalmus  and  Harper. 
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It  is  evident  that  some  of  these  alloys  are  as  hard  as  tool  steel, 
and  No.  55  approaches  the  hardness  of  self -hardening  tool  steel  after 
hardening.  It  is  likely  that  some  of  the  alloys  in  the  series  have  still 
greater  hardness  than  the  one  referred  to  since  some  of  the  others 
contain  more  chromium. 

These  specimens  were  extremely  difficult  to  work.  A  saw  blade 
was  ruined  on  some  of  them  without  cutting  more  than  1  mm.  deep. 
It  has  been  found  that  by  keeping  the  saw  blades  moist  with  turpen- 
tine they  will  last  somewhat  longer. 

The  results  obtained  by  the  hardness  tests  are  shown  in  Table  2. 

16.  Tensile  Strength  and  Stress-Deformation  Tests. — Eighteen 
specimens  of  the  alloys  of  various  compositions  were  turned  down  to 
test  pieces  and  their  ultimate  tensile  strengths  determined.  In  all 
except  two  cases  their  elongations  under  stresses  were  measured. 

Test  Pieces. — The  test  pieces  which  were  from  3  to  4  inches  in  total 
length  were  turned  to  a  diameter  of  approximately  0.300  inches  for 
a  length  of  2.0  inches,  and  were  threaded  at  the  ends  so  that  they  could 
be  screwed  into  half-inch  grips.  It  was  necessary  to  make  the  meas- 
urements on  these  short  test  pieces  instead  of  the  usual  8-inch  speci- 
mens, because  the  original  castings  were  only  4  to  5  inches  long  and 
pieces  had  been  cut  off  for  microscopic  examination,  for  corrosion 
tests,  etc.  It  is  likely  that  some  of  the  irregularities  observed  in  the 
values  obtained  for  the  modulus  of  elasticity  and  for  the  ultimate 
tensile  strength  should  be  attributed  to  the  use  of  the  short  test  pieces. 

Testing  Macliine  and  Metliod  of  Loading. — The  testing  machine 
on  which  the  tests  were  made  was  an  Olsen  Universal  Screw-Power 
Testing  Machine  of  10,000  pounds  capacity.  The  loading  was  by  hand 
and  was  slow  except  in  the  case  of  specimens  No.  17  and  No.  28 
when  the  loading  was  done  with  the  motor.  The  loading  was  con- 
tinuous and  not  repeated. 

Extensometer. — A  Ewing  extensometer  having  a  gage  of  1.25 
inches  was  used  in  measuring  the  elongations.  The  instrument  was 
sensitive  and  the  elongations  could  be  read  accurately  to  0.00008 
inches  and  estimated  to  0.000008  inches.  The  initial  or  zero  extenso- 
meter reading  was  taken  with  a  small  load  on  the  machine.  After  a 
satisfactory  number  of  readings  had  been  made  the  extensometer  was 
removed  and  the  load  increased  until  the  specimen  broke. 

Calculation  of  Modulus  of  Elasticity. — ^^Curves  were  plotted  with 
stresses  as  ordinates  and  elongations  as  abscissae.  Tangents  to  the 
curves  were  drawn  and  extended  to  a  point  which  corresponded  to  an 
elongation  of  0.001  inch  on  a  length  of  1.0  inch,  and  the  stress  cor- 
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responding  to  that  elongation  was  read  from  the  cross-ruled  paper. 
This  stress  minus  the  initial  stress  for  zero  elongation  gave  the  modulus 
of  elasticity.    The  values  are  given  in  round  numbers. 

The  results  are  shown  in  Table  4,  and  the  specimens  have  been 
tabulated  so  that  the  percentage  of  chromium  increases  from  the  top 
to  the  bottom  of  the  column. 


Table  4 
Composition,  Modulus  of  Elasticity,  and  Ultimate  Tensile  Strength 


Composition  of  the  Alloy 

as  Found  by 

Modulus  of 

Ultimate  Tensile 

Number 

Analysis 

Elasticity    in 
lb.  per  sq.  in. 

Strength  in  lb. 

Cr 

Cu 

Ni 

per  sq.   in. 

14 

8.25 

74.63 

16.05 

18,000,000 

19,978 

17 

10.13 

42.56 

48.00 

23,833 

25 

13.62 

66.92 

19.20 

7.000,660 

14,880* 

24 

14.56 

56.30 

29.24 

20,000.000 

17,521 

26 

19.30 

44.08 

36.34 

12,000,000 

14.802 

28 

19.64 

22.20 

57.36 

56,255 

29 

19.64 

10  88 

68.62 

7,000,666 

19,846t 

33 

22.00 

59.26 

19.48 

17,600,000 

22,650 

34 

25.10 

45.70 

28.52 

20,000.000 

25,768 

36 

28.10 

22.58 

48.42 

23,700.000 

32,654  plus 

38 

28.44 

71.56 

15,800,000 

36,958 

35 

29.46 

33.76 

36.78 

16,300,000 

38,734 

37 

29.70 

10.90 

58.12 

22,000,000 

29,630 

42 

38.16 

33.60 

26.78 

26,400.000 

7,449 

44 

43.30 

11.02 

46.46 

16,300.000 

29,587 

49 

47.54 

24.12 

26.28 

43,200,000 

22,336  plus 

48 

54.92 

28.42 

17.12 

57,000,000 

33,842t 

51 

57.40 

41  66 

48,000,000 

37,200 

*Showed  a  flaw  at  the  fracture. 
tThe    threads    were    not    straight 
the  others. 


and    these    values    are    considered    less    reliable    than 


The  following  is  given  as  a  typical  set  of  data.  The  complete  data 
for  each  specimen  is  not  included. 

Alloy  No.  35 
Diameter  0.30.5  in.    Cross  section,  0.07306  SQ.  in. 


Extensometer 
Readings 

Elongation  in 
.0008  in. 

Load  in 
Pounds 

Unit  Load 

Remarks 

3.00 

0.0000 

150 

2,053 

3.30 

0.30 

380 

5,201 

3.63 

0.63 

625 

8,554 

3.93 

0.93 

894 

12,236 

4.23 

1.23 

1140 

15,603 

4.55 

1.55 

1385 

18,956 

4.83 

1.83 

1625 

22,241 

5.18 

2.18 

1790 

24,500 

5.60 

2.60 

2000 

27,374 

Ultimate 

2830 

38,734 

Reduction  and  Elongation. — The  per  cent  of  reduction  of  area  was 
quite  small  in  all  cases,  in  fact,  it  was  so  slight  that  measurements  with 
a  micrometer  would  not  give  appreciable  decreases  in  diameters.  The 
curves  in  Fig.  5  show  that  the  elongations  were  small.     These  alloys 
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do  not  show  well-defined  yield  points  or  elastic  limits  but  a  gradual 
flattening  of  the  stress  deformation  curves  until  the  ultimate  is 
reached.    The  curves  are  similar  to  those  for  cast  iron. 

Ultimate  Strengfh. — The  ultimate  tensile  strength  varied  from 
7,449  to  56,255  pounds  per  square  inch  cross-section.  The  binary- 
alloy  of  chromium  and  nickel  had  more  ultimate  tensile  strength  than 
the  ternary  alloy  in  which  10  per  cent  of  the  nickel  had  been  replaced 
by  copper.  (See  Nos.  38  and  37.)  It  does  not  seem  possible,  however, 
to  draw  any  general  conclusions  from  these  results  as  to  Avhich  com- 
position will  have  the  greatest  tensile  strength.  The  remarkably  low 
ultimate  strength  for  No.  42  is  probably  due  to  the  fact  that  it  con- 
tains a  large  amount  of  chromium  (38.16  per  cent)  and  at  the  same 
time  a  large  amount  of  copper  (33.60  per  cent),  which  produces  an 
unstable  condition  because  it  has  not  been  possible  to  prepare  binary 
alloys  of  copper  and  chromium  containing  more  than  about  13  per 
cent  of  chromium. 

Modulus  of  Elasticity. — Although  there  are  some  irregularities 
in  the  values  obtained,  it  seems  that  the  modulus  of  elasticity  increases 
with  an  increase  in  chromium  content.  The  values  obtained  vary  from 
15,000,000  to  more  than  40,000,000,  or  by  from  i/o  to  II/2  times  the 
value  for  iron  and  steel. 

A  general  idea  of  the  properties  of  these  alloys  may  be  obtained 
from  the  stress-deformation  curves  Avhich  are  given  in  Fig.  5. 

TV.  Corrosion  Tests 

17.  Reason  for  Tests. — In  order  to  determine  the  power  of  the 
different  alloys  to  resist  corrosion,  over  three  hundred  tests  were  made. 
It  was  hoped  that  such  a  series  of  tests  would  show  that  some  of  these 
alloys  were  highly  resistant  to  corrosion  and  suited  for  industrial 
purposes  requiring  that  property. 

18.  Materials. — The  corroding  reagents  used  were  normal  solu- 
tions of  nitric  acid,  hydrochloric  acid,  sulfuric  acid,  sodium  hydrox- 
ide, ammonium  hydroxide,  sodium  chloride,  and  molten  fatty  acids. 
The  normal  solutions  had  been  carefully  standardized  and  were  known 
to  be  reasonably  accurate.  The  fatty  acids  were  secured  from  Swift 
&  Co.  of  Chicago  and  were  listed  as  double  distilled.  An  analysis 
showed  that  they  had  a  mean  molecular  weight  of  273,  an  iodine 
value  of  72,  and  consisted  of  a  mixture  of  fatty  acids.  The  alloy 
specimens  used  in  the  tests  were  usually  about  5  mm.  thick  and  about 
15  to  20  mm.  in  diameter.    They  were  ground  and  then  polished  with 
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No.  000  Hubert  Emery  paper.  The  three  metals  were  included  in  the 
tests  with  the  alloys.    Fifty  different  samples  were  tested. 

19.  Methods. — There  does  not  seem  to  be  any  well-established 
method  for  making  corrosion  tests.  Different  investigators  have  used 
a  variety  of  methods.  For  the  work  in  hand,  the  scheme  used  has  been 
reasonably  satisfactory  and  it  will  be  described  somewhat  in  detail. 

Solutions. — In  the  case  of  the  normal  solutions  mentioned  under 
Sgjtion  18,  400  cc.  were  used  for  each  test.  No  attempt  was  made  to 
remove  any  dissolved  gases,  such  as  carbon  dioxide.  The  solutions 
were  contained  in  beakers  of  such  size  that  they  were  filled  almost  to 
the  top.  Of  course,  the  solutions  changed  slightly  in  concentration 
because  of  evaporation  and  of  corrosion  of  the  specimens,  but  that 
could  not  be  avoided.  The  loss  by  evaporation  was  made  very  small 
by  covering  the  beakers  with  watch  glasses.  With  such  a  large  volume 
of  solution  the  change  in  concentration  was  not  important  in  most 
cases.  If  it  was  observed  that  a  specimen  was  dissolving  very  rapidly, 
it  was  removed  and  from  the  amount  which  had  been  corroded  a 
calculation  was  made  to  find  how  much  would  have  corroded  in  one 
week.  One  hundred  grams  of  the  fatty  acids  were  taken  for  each  of 
the  tests  that  were  made  at  105  degrees  C.  and  200  grams  for  those 
made  at  85  degrees  C. 

Suspending  the  Specimens. — Cotton  thread  was  used  to  suspend 
the  specimens  in  the  alkaline  solutions  and  wool  thread  was  used  in 
the  acid  solutions.  The  specimens  were  completely  immersed  in  the 
liquid  so  that  no  part  was  in  contact  with  the  air.  In  some  cases  there 
was  a  tendency  for  the  solutions  to  creep  out  of  the  beakers  by  way 
of  the  threads,  but  that  was  prevented  by  putting  a  little  paraffin 
on  the  thread. 

Temperature. — The  corrosion  tests  were  made  at  the  temperature 
of  the  laboratory.  In  order  to  be  able  to  approximate  the  mean  tem- 
perature, a  maximum  and  minimum  thermometer  was  kept  on  the 
desk  where  the  tests  were  being  made  and  readings  were  taken  from 
time  to  time.  A  calculation  showed  that  the  mean  temperature  for 
the  whole  period  of  time  was  20  degrees  C. 

Time.— It  was  intended  to  leave  the  specimens  in  the  solutions 
for  one  week,  but  in  some  cases  it  was  necessary  to  remove  them 
before  the  end  of  that  period. 

Calculations. — The  amount  of  surface  exposed  to  corrosion  was 
determined  by  measuring  the  thickness  and  the  diameter  of  the  piece 
to  the  nearest  0.1  mm.  and  then  calculating  the  total  surface.  Unless 
there  was  known  to  have  been  a  big  loss  in  corrosion,  the  surface  was 
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not  recalculated  when  the  piece  was  used  for  a  second  test.  The 
results  have  been  calculated  to  loss  in  weight  per  week  per  square 
inch  of  surface  exposed  and  have  been  expressed  in  milligrams. 

Accuracy  of  the  Method. — The  accuracy  of  the  method  has  not 
been  all  that  might  be  desired.  The  specimens  were  weighed  before 
and  after  the  tests  and  the  loss  in  weight  was  taken  as  the  loss  due  to 
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Fig.  6.    Diagram  Showing  Composition  of  Alloys  and  Corrosion  in  Normal 

Nitric  Acid  Solution. 


corrosion.  In  a  few  cases  a  gain  in  weight  was  observed.  It  was  hard 
to  get  aU  of  the  salts,  etc.  out  of  some  of  the  porous  pieces,  but  by 
boiling  in  distilled  water  and  drying  at  100  degrees  C.  most  of  that 
trouble  was  avoided.  While  some  of  the  results  show  irregularities, 
as  a  whole  they  may  be  considered  reasonably  accurate  and  reliable. 
20.  Results. — The  results  of  the  corrosion  tests  are  shown  on  tri- 
angular diagrams  as  explained  previously  (p.  14).  In  each  diagram 
the  loss  in  weight  in  milligrams  per  square  inch  per  week  for  each 
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alloy  tested  is  shown  above  the  circle,  the  center  of  which  represents 
the  composition  of  the  alloy  as  determined  by  analysis. 

Complete  data  of  the  tests  with  normal  nitric  acid  are  given  in 
Table  5,  and  by  comparison  of  this  table  with  the  corresponding  dia- 
gram (Fig.  6),  the  method  of  plotting  can  be  readily  understood. 
Such  detailed  data  has  been  omitted  for  the  tests  with  other  solvents, 
the  results  being  shown  only  in  the  graphical  form.  Areas  of  minimum 
corrosion  are  designated  on  the  diagrams  by  shading. 
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Fig.  7.     Diagram  Showing  Composition  of  Allots  and  Corrosion  in  Normal 
Hydrochloric  Acid  Solution. 


'Nitric  Acid. — Table  5  and  Fig.  6  show  the  results  obtained  with  a 
normal  solution  of  nitric  acid.  Nickel,  especially,  is  attacked,  and 
alloys  with  high  percentages  of  this  metal  show  great  corrosion.  In 
the  chromium-nickel  alloys  there  is  a  gradual  decrease  in  the  loss  by 
corrosion  as  the  per  cent  of  chromium  increases,  with  an  abrupt  drop 
at  Alloy  No.  45.    There  is  also  a  marked  change  in  the  micro-structure 
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Table  5 
Corrosion  in  Normal  Nitric  Acid 


Number 

Weight 
Before 

Weight 
After 

Loss  in 
weight 

Surface 

Time  in 
solution 

Loss  in  wt.  in  mg. 
per  wk. 

mg. 

sq.  in. 

sq.  cm. 

hrs. 

sq.  in. 

sq.  cm. 

1 

5.5125 

5.4945 

18.0 

0.71 

4.58 

138 

30.80 

4.78 

2 

8.6232 

8.5882 

35.0 

1.03 

6.67 

138 

41.40 

6.42 

3 

5.6478 

5.6323 

15.5 

0.68 

4.41 

138 

27.70 

4.30 

4 

4.5331 

4.5205 

12.6 

0.61 

3.95 

138 

25.10 

3.38 

5 

4.5007 

4.4898 

10.9 

0.64 

4.12 

138 

21.40 

3.33 

6 

4.5918 

4.5859 

5.9 

0.63 

4.04 

138 

11.40 

1.77 

7 

16.9032 

16.8890 

14.2 

1.52 

9.83 

138 

11.40 

1.77 

8 

11.3342 

11.3092 

25.0 

1.36 

8.77 

138 

22.40 

3.47 

9 

9.8259 

9.8086 

14.5 

1.28 

8.27 

138 

14.80 

2.13 

10 

10,0842 

10.0724 

11.8 

1.24 

7.98 

138 

11.60 

1.80 

11 

9.8700 

9.4410 

429.0 

1.32 

8.49 

24 

2270.00 

352.00 

12 

11.7920 

11.7783 

13.7 

1.33 

8.58 

137 

12.60 

1.98 

13 

13.1763 

13.1647 

11.6 

1.35 

8.69 

137 

10.40 

1.62 

14 

10.0412 

10.0310 

10.2 

1.16 

7.47 

137 

10.80 

1.67 

15 

8.4206 

8.4123 

8.3 

1.03 

6.66 

137 

9.90 

1.53 

16 

7.3881 

7.3807 

7.4 

1.07 

6.94 

137 

8.50 

1.32 

17 

12.8800 

12.8684 

11.6 

1.32 

8.51 

137 

10.80 

1.67 

18 

10.5626 

10.5474 

15.2 

1.24 

7.98 

137 

15.10 

2.33 

19 

14.3148 

14.2931 

21.7 

1.54 

9.92 

137 

17.20 

2.67 

20 

10.6661 

10.6490 

17.1 

1.18 

7.61 

137 

17.80 

2.76 

21 

13.2433 

12.8326 

410.7 

1.47 

9.43 

48 

980.00 

152.00 

22 

9.0392 

9.0390 

10.2 

1.07 

6.91 

122 

13.10 

2.03 

23 

9.1265 

9.1151 

11.4 

1.03 

6.67 

122 

16.30 

2.22 

24 

10.5944 

10.5821 

12.3 

1.26 

8.10 

122 

13.40 

2.08 

25 

11.1470 

11.1376 

9.4 

1.23 

7.92 

122 

10.50 

1.63 

26 

13.1489 

13.1412 

7.7 

1.39 

8.95 

122 

7.60 

1J.8 

27 

9.7288 

9.7222 

6.6 

1.08 

7.00 

168 

6.20 

0.95 

28 

9.8098 

9.7948 

15.0 

1.17 

7.56 

122 

17.70 

2.74 

29 

8.0788 

8.0655 

13.3 

1.03 

6.65 

122 

18.10 

2.80 

30 

Too  many 

loles. 

31 

11.1653 

11.0955 

69.8 

1.16 

7.46 

168 

60.30 

9.35 

32 

12.1926 

12.1777 

14.9 

1.38 

8.92 

168 

10.80 

1.67 

33 

9.7367 

9.7270 

9.7 

1.29 

8.33 

168 

7.50 

1.16 

34 

11.6059 

11.5994 

6.5 

1.37 

8.82 

168 

4.80 

0.74 

35 

8.8904 

8.8847 

5.7 

1.18 

7.62 

168 

4.80 

0.74 

36 

9.6290 

9.6241 

5.9 

1.20 

7.73 

168 

4.90 

0.76 

37 

10.8796 

10.8738 

5.8 

1.31 

8.43 

168 

4.90 

0.76 

38 

9.2554 

9.0129 

242.5 

1.18 

7.62 

70 

492.00 

76.00 

39 

Not  prepar 

ed. 

40 

13.7427 

13.7295 

13.2 

1.45 

9.33 

168 

9.20 

1.43 

41 

11.5077 

11.4963 

11.4 

1.37 

8.83 

168 

8.30 

1.29 

42 

10.1818 

10.1725 

9.3 

1.28 

8.23 

168 

7.30 

1.13 

43 

11.5401 

11.5341 

6.0 

1.35 

8.70 

168 

4.40 

0.69 

44 

11.8160 

11.8146 

1.4 

1.37 

8.81 

168 

1.02 

0.16 

45 

10.5332 

10.5325 

0.7 

1.16 

'i.-ir 

168 

0.60 

0.09 

46 

Not  prepai 

ed. 

47 

Not  prepar 

ed. 

48 

10.7279 

10.7154 

12.5 

1.29 

8.32 

168 

9.70 

1.50 

49 

9.1910 

9.1854 

5.6 

1.21 

7.81 

122 

6.40 

0.99 

50 

10.4293 

10.4198 

9.5 

1.28 

8.23 

168 

7.40 

1.15 

51 

12.4458 

12.4458 

0.0 

1.42 

9.19 

168 

0.00 

0.00 

55 

9.7665 

9.7559 

10.6 

1.38 

8.89 

168 

7.70 

1.19 

56 

8.4517 

8.4513 

0.4 

1.14 

7.33 

168 

0.35 

0.05 

66 

2.0776 

2.0774 

0.2 

0.57 

3.66 

168 

0.35 

0.05 
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of  the  alloys  in  the  same  region  as  may  be  seen  by  comparing  micro- 
photographs  of  Alloys  No.  11,  21,  30,  38,  and  45.  (Figs.  No.  24,  34,  43, 
51,  and  58.) 

Hydrochloric  Acid. — The  results  from  these  tests  are  shown  in 
Fig.  7.  It  will  be  seen  that  all  of  the  metals  showed  considerable 
corrosion  in  hydrochloric   acid   and  that  chromium  was   especially 
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Fig.  8.    Diagram  Showing  Composition  of  Alloys  and  Corrosion  in  Normal 
Sulfuric  Acid  Solution. 

soluble  in  this  acid.  However,  there  is  a  fairly  well-defined  area  in 
the  triangle  over  which  the  corrosion  was  small. 

Sulfuric  Acid. — The  data  obtained  from  the  corrosion  tests  in 
normal  sulfuric  acid  are  shown  in  Fig.  8.  The  results  do  not  require 
any  special  explanation. 

Sodium  Hydroxide. — Fig.  9  shows  the  results  obtained  by  the 
corrosion  tests  in  normal  sodium  hydroxide.  Copper  and  nickel  show 
appreciable  losses,  while  chromium  is  little  attacked.  In  general  the 
losses  for  the  alloys  are  small. 
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Ammonium  Hydroxide. — The  alloys  which  best  resist  corrosion  by 
ammonia  are  near  the  nickel  corner  of  the  triangle  and  on  the  chro- 
mium-nickel side.    The  results  are  shown  in  Fig.  10. 

The  copper-chromium  and  the  copper-rich  alloys  show  a  selective 
corrosion  in  ammonium  hydroxide;  that  is,  the  copper  is  removed 
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Fig.  9.     Diagram  Showing  Composition  of  Alloys  and  Corrosion  in  Normal 
Sodium  Hydroxide  Solution. 

and  some  of  the  chromium  is  left.  This  fact  suggests  that  good  re- 
sults might  be  obtained  by  using  ammonia  as  an  etching  reagent  in 
the  preparation  of  specimens  for  microscopic  examination. 

Sodium  Chloride. — Losses  in  normal  sodium  chloride  solution  are, 
in  general,  small.  These  losses  are  largest  for  alloys  near  the  copper 
corner  q£  the  triangle.     (See  Fig.  11.) 

Fatty  Acids. — Only  twenty-four  specimens  were  corroded  in  the 
fatty  acids.  Twelve  of  the  tests  were  made  at  105  degrees  C.  by  heat- 
ing in  an  electric  oven.    The  other  tests  were  made  at  approximately 
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85  degrees  C.  by  heating  on  a  steam  bath.  The  results  are  shown  in 
Fig.  12.  The  greatest  losses  are  near  the  copper  corner  of  the  tri- 
angle. This  suggests  that  instead  of  using  a  copper  container  for 
fatty  acids  it  might  be  advisable  to  use  an  alloy  of  copper  and  nickel, 
or  possibly  one  containing  copper  and  nickel  with  a  little  chromium. 


y-\PureCr 

,0 /"X  AAA  \ 

/  *  aVVa/V  \ 

50  h k ^f fr pdf A- ■'), 

40^ -A- — AA — A     (W(     ^•y^-~-fr~~^ 

^0  /       \/6T)\/       \/  •^/       \LNone\!'        \'^ 

@^^  ®3>\  ®7\   /\  /X^p\  /X  A    /X   A 
O — (§ — (S — (i2^^<!^ — W'—Qy — ^ — @ — ^@ — ^ 

PureCu  PureM 

Fig.  10.    Diagram  Showing  Composition  of  Alloys  and  Corrosion  in  Normal 
Ammonium  Hydroxide  Solution. 


Compa7'iso7i  of  Corrosions. — Table  6,  page  31,  shows  the  relative 
corrosions  in  the  different  reagents  which  have  been  used.  The  values 
are  losses  in  weight  in  milligrams  per  square  inch  per  week. 

21.  Conclusions. — The  corrosion  tests  show  that  the  amount  of 
loss  in  the  different  reagents  is  not  proportional  to  the  strengths  of 
the  different  acids  or  bases. 

So  far,  it  has  not  been  possible  to  show  any  definite  relation  be- 
tween the  relative  electromotive  forces  and  corrosion  losses. 
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Table  6 
Comparison  of  the  Corrosions  in  the  Different  Solutions 

THE  VALUES   AEE  LOSS   IN  WEIGHT   IN   MILLIGRAMS   PER   WEEK   PER    SQUARE   INCH 


Number 

NaCl 

HCI 

H2SO4 

HNO3 

NaOH 

NH4OH 

Fatty  acids 

1 

5.08 

45.0 

31.00 

30.80 

15.00 

41.80 

8.90 

2 

4.18 

20.0 

19.50 

41.40 

5.90 

46.40 

3 

1.60 

34.2 

18.40 

27.70 

None 

46.30 

5.80 

4 

1.65 

29.4 

19.00 

25.10 

None 

37.30 

5 

2.35 

26.7 

17.00 

21.40 

0.16 

18.80 

2.90 

6 

2.37 

21.2 

15.10 

11.40 

0.16 

0.00 

7 

0.78 

7.1 

19.30 

22.40 

1.10 

2.20 

8 

1.71       !         23.0 

17.40 

11.40 

0.13 

33.60 

4.66 

9 

1.71 

16.5 

11.70 

14.80 

2.60 

15.20 

10 

1.13 

18.2 

16.40 

11.60 

0.32 

0.97 

11 

None 

207.0 

19.40 

2270.00 

18.70 

15.90 

12 

4.33 

42.8 

17.20 

12.60 

10.40 

41.80 

10.56 

13 

2.55 

28.6 

14.90 

10.40 

6.60 

45.20 

14 

1.89 

6.3 

11.90 

10.80 

0.26 

33.70 

7.70 

15 

1.53 

4.8 

14.00 

9.90 

0.10 

34.40 

16 

0.66 

6.0 

5.10 

8.50 

0,00 

14.30 

17 

0.53 

4.6 

6.70 

10.80 

0.00 

0.23 

None 

18 

0.71 

8.2 

5.30 

15.10 

2.60 

3.60 

19 

0.63 

7.3 

12.30 

17.20 

2.70 

0.97 

1.14 

20 

0.60 

10.7 

4.90 

17.80 

None 

0.76 

21 

None 

19.4 

6.00 

980.00 

2.70 

2.65 

22 

4.00 

38.3 

14.20 

13.10 

9.60 

57.80 

23 

3.65 

29.5 

14.50 

16.30 

5.00 

47.70 

6.40 

24 

0.76 

33.3 

9.00 

13.40 

None 

29.50 

25 

2.13 

8.2 

4.10 

10.50 

1.20 

36.60 

6.60 

26 

0.94 

6.2 

3.70 

7.60 

0.14 

23.70 

3.80 

27 

0.85 

18.8 

9.40 

6.20 

None 

21.20 

0.87 

28 

0.37 

4.4 

4.10 

17.70 

0.00 

0.26 

29 

0.51                  6.1 

7  40 

18.10 

'0.00 

0.00 

6.25 

30 

Too  many  blowholes. 

31 

4.60                30.3 

16.40 

60.30 

0.86 

67.50 

10.70 

32 

3.30 

10.8 

15.60 

10.80 

6.90 

49.20 

33 

2.62 

5.0 

6.10 

7.50 

0.64 

28.30 

7.56 

34 

1.37 

6.6 

5  30 

4.80 

0.58 

39.60 

35 

1.05 

12.3 

9.60 

4.80 

0.J9 

35.60 

3.86 

36 

0.37 

11.6 

5.10 

4.90 

None 

29.50 

37 

5.9 

1.80 

4.90 

0.30 

None 

38 

b'.37 

8.1 

4.10 

492.00 

0.00 

None 

8.36 

39 

Not  prepared. 

40 

2.95 

15.2 

14.90 

9.20 

3.90 

50.80 

11.30 

41 

1.84 

7.5 

12.40 

8.30 

1.10 

41.40 

42 

1.67 

11.5 

11.00 

7.30 

1.00 

37.50 

2.90 

43 

1.25 

18.6 

8.00 

4.40 

0.15 

31.50 

44 

0.45 

10.0 

1.30 

1.02 

0.22 

0.90 

6.34 

45 

0.40 

21.2 

2.20 

0.60 

0.53 

0.00 

46 

Not   prepared. 

47 

Not   prepared. 

48 

2.45 

16.2 

13.20 

9.70 

5.70 

44.80 

3.25 

49 

0.87 

9.5 

5.60 

6.4  1 

0.25 

25.30 

50 

0.37 

19.5 

6.40 

t  4  t 

1.00 

0.90 

2.40 

51 

0.27                31.2 

0.35 

0.0) 

0.14 

0.00 

55 

0.33        1         11.9 

3.70 

7.70 

1.00 

0.20 

56 

0.27       i         32.2 

1.30 

0.35 

0.44 

0.50 

66 

2.00         16976.4 

1.00 

0.35 

0.35 

1.60 

1.23 
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In  all  cases  there  are  certain  fairly  well-defined  ranges  of  com- 
position as  shown  in  the  diagrams  in  which  the  alloys  are  highly  re- 
sistant to  corrosion. 

Generally  the  ternary  alloys  are  less  corroded  than  the  binary, 
though  there  are  some  exceptions. 
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Fig.  11.    Diagram  Showing  Composition  of  Alloys  and  Corrosion  in  Normal 
Sodium  Chloride  Solution. 


V.  Relation  Between  Corrosion  and  Relative  Electromotive 

Forces 


22.  Purpose  of  Measurements. — A  series  of  measurements  was 
made  of  the  relative  electromotive  forces  developed  by  the  different 
alloys  when  placed  in  contact  with  an  electrolyte,  to  ascertain  whether 
or  not  any  simple  relation  could  be  found  between  the  values  obtained 
and  the  amount  of  corrosion  sustained  by  the  same  alloys  in  the  same 
electrolyte.  The  measurements  were  made  in  a  sodium  chloride  solu- 
tion and  the  data  obtained  is  of  considerable  interest,  but  it  is  not 
sufficient  to  afford  a  basis  for  any  general  conclusions. 
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23.  Method  and  Results  of  Measurements. — After  some  experi- 
mentation with  other  methods  the  Poggendorf  Compensation  Method* 
of  measurement  was  chosen.  Briefly  described,  it  consisted  in  bal- 
ancing the  current  from  two  No.  6  French  Auto  Special  Dry  Batteries 
against  the  current  from  a  calomel  electrode  and  the  alloy  in  contact 
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Fig.  12.     Diagram  Showing  Composition  op  Alloys  and  Corrosion  in 

Fatty  Acids 


with  4  Normal  salt  solutions.  The  resistance  in  the  first  circuit 
was  110  ohms.  This  resistance  was  varied  in  the  second  circuit  until 
the  galvanometer  showed  a  zero  deflection.  A  voltmeter,  reading  0 
to  1.5  volts,  was  so  connected  that  it  showed  directly  the  potential  in 
the  calomel  electrode-alloy  combination.  In  the  different  series  of 
measurements  all  conditions  remained  the  same,  except  that  different 
alloys  were  placed  in  salt  solution.  Readings  were  taken  at  one 
minute  intervals  for  five  minutes.     The  results  are  shown  in  Table  7. 


*Stahler,  A.  Handb.  d.  Arbeitsmethoden  in  der  anorg.  Chem.,   1914. 
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These  values  are  not  absolute,  but  relative,  for  they  were  made  under 
the  same  conditions.  The  following  factors  seemed  to  influence  the 
results:  (a)  The  condition  of  the  specimen  as  regards  polishing, 
(b)  The  depth  to  which  the  piece  was  immersed  in  the  solution.  The 
latter  factor  was  active  until  the  piece  was  at  least  one-half  covered ; 
after  that  the  value  did  not  seem  to  change  even  upon  complete  im- 
mersion, (c)  The  time  that  the  solution  and  specimen  were  left  in 
contact,  especially  if  any  current  was  allowed  to  flow  through  the 
system.  It  is  believed  that  this  effect  was  caused  by  the  deposition  of 
gases  upon  the  specimen  or  possibly  by  gases  already  dissolved  in  them. 
(d)   Any  moving  of  the  specimen  or  solution. 

It  was  noticed  that  the  alloys  which  contained  high  percentages 
of  copper  gave  values  which  increased  with  time,  whereas  those  contain- 
ing high  percentages  of  nickel  gave  values  which  decreased  with  time. 
These  results  together  with  the  composition  of  the  alloys  are  shown 
diagrammatically  in  Fig.  13.  Those  alloys  which  showed  an  increase 
have  been  marked  with  a  plus  sign  and  those  which  showed  a  decrease 
have  been  marked  with  a  minus  sign.  Alloys  Nos.  17,  18,  and  19 
seem  irregular,  but  they  contained  blowholes;  and  if  there  was  any 
concentration  of  the  low  melting  constituent  (copper)  at  the  blow- 
holes, it  might  be  expected  that  they  would  behave  like  the  copper-rich 
alloys.  No.  24  is  the  only  one  which  did  not  show  a  change  in  the 
five  minute  interval,  although  the  changes  shown  by  some  of  the  others 
were  very  small.  From  an  examination  of  the  corrosion  tables  it  may 
be  seen  that  the  alloys  which  showed  little  or  no  change  in  relative 
electromotive  force  were  not  immune  to  corrosion  in  the  different 
solutions.  Therefore,  it  does  not  seem  that  resistance  to  corrosion 
can  be  predicted  from  the  fact  that  the  relative  electromotive  force 
of  the  alloy  in  contact  with  an  electrolyte  either  remained  constant  or 
showed  little  variation. 

In  the  case  of  the  corrosions  in  normal  salt  solutions  it  was  noticed 
that,  almost  without  exception,  the  alloys  which  had  shown  an  increase 
in  the  relative  electromotive  force  were  the  ones  which  showed  a 
turbidity  of  the  corroding  solution,  while  those  which  had  given 
decreasing  values  remained  clear.  Similarly,  in  the  corrosions  in 
ammonium  hydroxide  the  solutions  were  colored  a  deep  blue  in  the 
case  of  the  alloys  which  had  shown  increases  in  the  relative  electro- 
motive forces,  while  the  others  remained  practically  colorless.  How- 
ever, when  the  corrosion  specimens  were  weighed,  it  was  found  that 
there  had  been  losses  in  the  salt  solutions,  which  had  remained  clear. 
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and  in  the  ammomum  hydroxide  solutions,  which  had  remained  color- 
less. 

From  the  results  obtained  it  is  not  felt  that  any  safe  conclusions 
can  be  drawn  as  to  the  possibility  of  predicting  the  corrodibility  of 
an  alloy  from  such  a  series  of  measurements  of  the  relative  electro- 
motive forces  or  from  the  changes  in  these  values  with  time. 
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Fig.  13.    Diagram  Showing  Composition  of  Alloys  and  Their  Changes  in 
Electromotive  Force  in  a  4  Normal  Sodium  Chloride  Solution. 


VI.    Thermal  Analysis  and  Microscopic  Examination. 

24.  Difficulties  of  Thermal  Analysis.— The  very  high  melting 
points  of  the  metals  and  alloys  of  this  system,  their  great  susceptibility 
to  oxidation  and  absorption  of  impurities  at  high  temperatures,  and 
the  extreme  difficulty  of  finding  suitable  materials  for  pyrometers, 
tubes,  and  crucibles,  all  combined  to  make  the  study  of  freezing  point 
curves  extremely  difficult,  and,  so  far  as  present  developments  arc 
concerned,  almost  impossible. 
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Table  7 

Relative  Electromotive  Forces  of  the  Different  Alloys  in  Contact  with 
4  Normal  Salt  Solutions 


Number 

Relative  Electromotive   Force   After 

1  min. 

2   min. 

3  min. 

4  min. 

5   min. 

Change 

Remarks 

1 

0.364 

Increasing 

2 

0.328 

0.328 

0.334 

o.ssi 

0.331 

+  .663 

3 

0.328 

0.330 

0.331 

0.333 

0.334 

+  ,006 

4 

0.311 

0.316 

0.317 

0.318 

0,319 

+  .009 

5 

0.314 

0.318 

0.315 

0.318 

0,315 

+  .001 

6 

0.309 

0.302 

0.296 

0.295 

0.293 

—  .016 

7 

0.313 

0.315 

0.315 

0.318 

0.318 

-'r  .005 

8 

0.305 

0.300 

0.300 

0.297 

0.296 

—  .009 

9 

0.295 

0.295 

0.290 

0.280 

0.280 

—  .015 

10 

0.318 

0.309 

0.300 

0.294 

0,289 

-.029 

11 

0.294 

0.294 

0.290 

0.287 

0,287 

—  .007 

Pure  nickel 

12 

0.338 

0.341 

0.345 

0.346 

0,348 

+  .010 

13 

0.345 

0.343 

0.348 

0.348 

0,350 

+  .005 

14 

0.340 

0.341 

0.341 

0.339 

0,339 

—  .001 

15 

0.348 

0.345 

0.344 

0.342 

0,341 

—  .007 

16 

0.342 

0.336 

0.333 

0.332 

0.330 

—  .012 

17 

0.310 

0.309 

0.306 

0.306 

0.304 

—  .006 

18 

0.307 

0.304 

0.303 

0.303 

0.303 

—  .004 

19 

0.306 

0.312 

0.315 

0.316 

0,318 

+  .012 

20 

0.331 

0.325 

0.315 

0,309 

0,300 

—  .031 

21 

0.294 

0.282 

0.279 

0.276 

0.275 

—  .019 

22 

0.357 

0.360 

0.363 

0.363 

0.363 

+  .006 

23 

0.345 

0.347 

0.348 

0.349 

0.349 

+  .004 

24 

0.307 

0.306 

0.307 

0.307 

0.307 

+  .000 

25 

0.315 

0.319 

0.322 

0.324 

0.325 

+  .010 

26 

0.336 

0.339 

0.339 

0.339 

0,339 

+  ,003 

27 

0.330 

0.326 

0.320 

0.320 

0,320 

—  .010 

28 

0.355 

0.344 

0.339 

0.332 

0.330 

—  .025 

29 

0.360 

0.349 

0.341 

0.338 

0.332 

—  .028 

30 

0.325 

0.320 

0.329 

0.331 

0,324 

—  .001 

31 

0.339 

0.340 

0.345 

0.346 

0.349 

+  .010 

32 

0.330 

0.337 

0.339 

0.340 

0.341 

+  .011 

33 

0.341 

0.347 

0  346 

0.346 

0.346 

+  .005 

34 

0.340 

0.339 

0.339 

0.338 

0.338 

—  .002 

35 

0.333 

0.333 

0.334 

0.334 

0.334 

+  .001 

36 

0.334 

0.330 

0.329 

0.320 

0,320 

—  .014 

37 

0.332 

0.330 

0.320 

0.319 

0,315 

—  .017 

38 

0.316 

0.310 

0.305 

0.300 

0.296 

—  .020 

39 

Not  preparea 

40 

0.342 

0.346 

0.352 

0.35,5 

0.355 

+  .013 

41 

0.350 

0.351 

0.352 

0,355 

0.355 

+  .005 

42 

0.331 

0.335 

0.339 

0.339 

0.339 

+  .008 

43 

0.366 

0.365 

0.350 

0.346 

—  .020 

44 

0.314 

0.300 

0.290 

0.286 

0,286 

—  .028 

45 

0.322 

0.315 

.0.309 

0.302 

.   0.300 

—  .022 

46 

Not  prepared 

47 

Not  prepared 

48 

0.338 

0.345 

0.349 

0.35i 

0.350 

+  .612 

49 

0.345 

0.347 

0.349 

0.349 

0.349 

+  .004 

50 

0.298 

0.299 

0.298 

0,295 

0.295 

—  .003 

51 

0.468 

0.473 

0.476 

0,480 

0,480 

+  .012 

Note:      The  other  specimens  have  either  not  been  prepared  or  have  not  been  tested. 
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The  handicaps  were  overcome  in  part  by  the  construction  of  a 
specially  designed  granular  carbon  resistance  furnace  which  gave 
sufficiently  high  temperatures  for  the  melting  of  the  alloys.  Fairly 
satisfactory  crucibles  were  made  of  fused  magnesia,  which  material 
served  also  as  a  satisfactory  refractory  for  parts  of  the  furnace.  By 
means  of  these  crucibles,  melts  of  about  200  grams  could  be  made. 

The  greatest  difficulty,  however,  was  encountered  in  attempting 
to  find  a  protecting  tube  for  the  thermo  couple  which  would  withstand 
the  severe  conditions  to  which  it  would  be  exposed.  Quartz  tubes 
are  good  for  Ioav  temperatures,  but  thej^  cannot  be  used  at  the  melting 
point  of  chromium.  Porcelain  tubes,  such  as  were  used  by  Hindrichs, 
stand  slightly  higher  temperatures  than  quartz  without  softening, 
but  they  break  easily  and  are  attacked  by  chromium.  An  attempt  was 
made  to  use  an  alundum  tube,  but  it  broke  in  the  first  melt.  Since  it 
was  known  that  the  fused  magnesia  crucibles  were  little  attacked  by 
chromium,  it  was  thought  that  an  insulating  tube  of  the  same  material 
might  be  satisfactory.  Some  tubes  were  moulded,  dried,  and  heated 
to  about  1500  degrees  C.  They  became  hard  and  dense,  but  bent 
during  the  heating.  It  apears  that  in  heating  the  magnesia  to  1500 
degrees  C.  it  passes  through  a  semi-fused  state  at  which  time  sintering 
takes  place,  but  at  that  same  time  the  tubes  bend  so  badly  that  they  can 
not  be  used.  Some  magnesia  tubes  were  moulded  in  which  a  solution  of 
magnesium  chloride  was  used  as  the  binding  material.  These  tubes, 
after  drying  at  105  degrees  C,  were  hard  and  looked  promising,  but 
when  heated  they  became  brittle  and  crumbled  to  pieces  at  800  to 
900  degrees  C.  So  far,  all  attempts  to  prepare  satisfactory  magnesia 
insulating  tubes  have  failed.  Because  of  so  many  difficulties  and  a 
limited  amount  of  time,  it  was  thought  best  to  omit  this  part  of  the 
work  for  the  time  being,  reserving  it  for  later  investigation. 

25.  Heat  Treatment. — As  was  explained  in  the  introduction  it 
has  not  been  considered  advisable  to  attempt  much  in  the  way  of  heat 
treatment  of  the  alloys  until  the  equilibrium  diagrams  have  been  more 
thoroughly  established. 

Some  annealing  tests  have  been  carried  out  and  are  mentioned 
at  the  close  of  this  chapter. 

26.  Microscopic  Examination. 

a.  General  Discussion. — The  metallurgical  microscope  used  in 
the  examination  of  these  alloys  was  a  Leitz  "Micrometallograph. " 
For  the  most  part  apochromatic  objectives  were  used  with  projection 
eyepieces.    Man}-  difficulties  were  met  with  in  the  preparation  of  the 
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different  alloys  for  microscopic  study.  No  two  alloys  had  exactly  the 
same  composition.  It  is  Almost  equally  true  that  no  two  of  the  alloys 
would  give  the  best  results  by  the  same  methods  of  polishing,  etching, 
staining,  and  photographing.  Thus  each  specimen  became  a  research 
problem  in  itself. 

b.  Etching  Reagents. — A  study  of  the  different  etching  reagents, 
stains,  etc.,  described  in  the  literature,  was  made  in  an  endeavor  to 
find  means  of  identifying  the  different  constituents  in  the  alloys.  De- 
scriptions of  the  two  reagents  which  liave  been  found  most  effective 
follow : 

Ferric  Chloride  in  Hydrochloric  Acid. — This  solution  consisted 
of  1  per  cent  Fed.,  dissolved  in  1:1  HCl.  It  has  been  found  very 
useful.  In  some  cases  it  was  found  necessary  to  dilute  it  with  one  or 
more  volumes  of  water  because  the  etching  was  too  rapid.  An 
attempt  was  made  to  secure  colorations  by  using  a  mixture  of  25  cc. 
of  this  solution  with  25  cc.  of  glycerine,  2  grams  of  resorcin.  and  50 
cc.  of  water,  but  it  did  not  give  any  better  results. 

Iodine. — Iodine  liati  been  used  as  the  tincture  and  in  a  solution 
of  potassium  iodide.  These  solutions  can  be  used  to  etch  the  speci- 
men in  some  cases,  but  they  have  more  value  in  staining  the  speciiiien 
after  it  has  been  etched  with  some  other  reagent.  Iodine  stains 
copper  or  the  copjier  rich  constituent,  giving  it  a  dark  appearance; 
because  it  has  little  effect  on  either  chromium  or  nickel,  it  has  ])roved 
the  best  method  for  identifying  the  different  constituents  in  these 
alloys. 

Other  reagents  tried,  but  with  little  success,  were  alkaline 
potassium  permanganate,  a  mixture  of  picric  and  nitric  acids  in  amyl 
and  ethyl  alcohol^,  picric  acid  in  alcohol,  sodium  picrate  in  alcohol. 
and  tartaric  acid  in  water. 

Additional  information  i-egai'ding  the  etching  and  staining  used 
may  be  obtained  by  a  study  of  the  microphotographs.  (Figs.  No.  14 
to  65.) 

c.  Residts. — Some  of  the  results  obtained  from  the  microscopic 
examination  have  been  referred  to  in  the  previous  discussions.  In 
general  the  data  given  with  the  microphotographs  arc  sufficient  to 
explain  them.  The  composition  given  is  in  weight  per  cent  as  found 
by  analysis,  unless  otherwise  stated. 

Chromium-Nickel  Alloxjs. — The  microscopic  examination  of  the 
alloys  of  chromium  and  nickel  seems  to  confirm  Voss'  conclusions : 

First,  that  chromium  and  nickel  form  a  series  of  solid  solutions 
(mixed  crystals)   in  the  alloys  containing  from  100  to  50  per  cent 
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of  nickel.  (See  Figs.  24,  34,  43,  51,  and  58.  Alloys  No.  11,  21,  30, 
38,  and  45.) 

Second,  that  chromium  and  nickel  form  a  eutectie  which  con- 
tains about  42  per  cent  of  nickel.  Guertler  does  not  think  that  the 
metals  form  a  true  eutectie,  but  calls  it  a  pseudoeutectic.  Fig.  63, 
Alloy  No.  51,  is  of  an  alloy  having  approximately  42  per  cent  of 
nickel  and  which  appears  to  have  a  eutectic-like  structure.  Speci- 
men No.  56,  Fig.  65,  which  should  contain  more  chromium,  shows 
what  appears  to  be  the  eutectie  structure  and  an  excess  of  chromium. 
Although  alloys  containing  higher  percentages  of  chromium  have 
been  prepared,  they  have  not  been  analyzed  and  microphotographs  of 
them  have  not  been  made.  The  reason  for  this  has  been  the  difficulty 
of  cutting  proper  samples  from  the  extremely  hard  alloys. 

Copper-Nickel  Alloys. — The  microphotographs  of  the  alloys  of 
copper  and  nickel  agree  very  well  with  those  obtained  by  Guertler 
and  Tammann,  especially  for  those  obtained  under  similar  condi- 
tions ;  namely,  with  slow  cooling.  The  alloys  containing  more  than 
80  per  cent  of  nickel  show  large  polyhedral  crystals.  Microphoto- 
graphs of  the  pure  metals  and  their  alloys  are  shown  in  Figs.  14 
to  24. 

Solubility  of  Ch7'omiu'm  in  Copper. — The  tendency  for  chromium 
or  a  chromium-rich  constituent  to  separate  in  alloys  of  chromium 
and  copper  has  already  been  discussed.  This  effect  may  be  seen  in 
Alloys  Nos.  12,  22,  and  31 ;  Figs.  25,  35,  and  44,  and  in  Figs.  2  and  3. 
The  chromium  or  chromium-rich  constituent  shows  either  in  relief 
or  as  the  light  part  of  the  photograph,  if  the  specimen  was  stained 
with  iodine. 

Effect  of  Nickel  on  the  Soluhility  of  Chromium. — The  effect  of 
the  addition  of  nickel  to  alloys  of  chromium,  copper,  and  nickel 
may  be  studied  in  the  microphotographs  of  Alloys  Nos.  22  to  30,  in- 
clusive. Figs.  35  to  43,  in  which  series  there  is  an  increase  in  nickel 
and  a  decrease  in  copper.  The  separation  of  the  chromium  or  of  the 
chromium-rich  constituent  is  apparent  in  the  Alloys  Nos.  22  to  26. 
Those  containing  larger  percentages  of  nickel  are  more  homogene- 
ous. In  No.  29,  Fig.  42,  well-defined  polyhedral  crystals  character- 
istic of  a  solid  solution  are  shown.  Similar  effects  will  be  seen  if 
other  series,  such  as  Nos.  12  to  21,  Figs.  25  to  34,  and  Nos.  31  to 
38,  Figs.  44  to  51  are  studied.  The  alloys  become  practically  homo- 
geneous when  the  amount  of  nickel  is  more  than  three  times  the  amount 
of  copper  present. 
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Crystals  in  Nickel-Ricli  Alloys. — It  must  be  remembered  that 
the  alloys  studied  were  intended  to  have  variations  of  10  per  cent 
in  their  different  constituents  and  it  is  not  possible  to  say  at  exactly 
what  nickel  content  the  binary  alloys  bejjin  to  show  well-defined 
polyhedral  crystals.  From  the  specimens  examined,  it  is  evident 
that  in  the  case  of  the  binary  alloys  those  Avhich  contain  as  much  as 
80  per  cent  of  nickel  show  such  crystals.  On  the  other  hand,  the 
ternary  alloys  show  them  if  they  contain  as  much  as  70  per  cent 
of  nickel.  Of  course,  the  structures  which  have  been  obtained  in 
these  alloys  represent  what  may  be  expected  if  the  castings  are 
slowly  cooled,  but  they  do  not  necessarily  show  what  structure 
would  be  produced  by  quenching. 

Annealing  Tests. — Small  pieces  of  Alloys  Nos.  22  to  38,  inclusive, 
Avere  packed  in  amorphous  silica  in  an  iron  pipe,  1%  by  5  inches 
in  dimensions  and  closed  at  both  ends  by  caps.  The  pipe  and  con- 
tents were  placed  in  an  electric  furnace  and  heated  at  a  temperature 
of  approximately  900  degrees  C.  for  at  least  twenty-four  hours.  The 
specimens  were  repolished  and  examined  microscopically.  From  a 
brief  examination  it  seems  that  there  was  not  any  very  noticeable 
change  in  the  structure. 
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Fig.  U.    Alloy  No.  1.    x  40. 

Cu.  100% 

Etched  in  l^r  FeCl,  ix  1:  1  HCI. 


Fig.  15.    Alloy  No.  2.      x  40. 
90.84%  Cu,  9.06%  Ni  by  Weight. 
Etched  in  1%  FeClj  in  1:1  HCI. 


Fig.  16.    Alloy  Xo.  3.  x  40. 

81.077f  Cu,  18.76%  Ni,  by  Weight. 
Etched  in  1%  FeCU  in  1:1  HCI. 


Fig.  17.    Alloy  No.  4.  x  40. 

71.16%  Cu,  28.46%  Ni  by  Weight. 
Etched  in  1%  FeCl,  in  1:1  HCI. 
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Fig.  18.    Alloy  No.  5.  x  40. 

61.63%  Cu,  38.25%  Ni  by  Weight. 
Etched  in  1%  FeCl,  in  1:1  HCl. 


Fig.  19.    Alloy  No.  6.       x  40. 
48.96%  Cu,  49.90%  Ni  by  Weight. 
Etched  in  1%  FeCU  in  1:  1  HCl. 


Fig.  20.    Alloy  No.  7.  x  40. 

69.13%  Cu,  30.59%   Ni. 
Etched  in  1%  FeClj  in  1:1  HCl. 


Fig.  21.    Alloy  No.  8.  x  40. 

41.14%  Cu,  58.27%  Ni. 
Etched  in  1%  FeClj  in  1:  1  HCl. 
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Fig.  22.    Alloy  No.  9.  x  40. 

20.65%  Cu,  79.35%  Ni. 
Etched  in  1%  FeCU  ix  1:1  HCl. 


Fig.  23.    Alloy  No.  10.         x  40. 

10.57%  Cu,  88.90%  Nl. 
Etched  in-  1%  FeC^  in  1:1  HCl. 


Fig.  24.    Alloy  No.  11.         x  40. 

99.66%  Ni. 
Etched  in  1%  FeClj  in  1:1  HCl. 


Fig.  25.    Alloy  No.  12.         x  40. 

6.08%  Cr,  94.20%  Cu. 
Etched  in  1%  FeCU  in  1:1  HCl. 
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Fig.  26.    Alloy  No.  13.  x  40. 

7.8%  Cr,  84.4%  Cu,  9.3%  Ni 
Etched  in  1%  FeCU  ix  1:1  HCl. 


.-   M 


Fig.  27.    Alloy  No.  14.  x  40. 

8.25%  Cr,  74.63%  Cu,  16.05%  Ni. 
Etched  in  1%  FeCU  in  1:1  HCl. 


Fig.  28.    xIllcy  No.  15.  x  40. 

10.6%  Cr,    66.3%  Cu,    22.9%   Ni. 
Etched  in  1%  FeCl,  in  1:1  HCl. 


Fig.  29.    Alloy  No.  16.  x  40. 

15.9%  Cr,  54.7%  Cu,  29.4%  Ni. 

Etched  in  1%  FeCl,  in  1:1  HCl. 
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Fig.  30.    Alloy  No,  17.  x  40. 

10.1%  Cr,  42.6%  Cu,  48.0%  Nl 

Etched  in  1%  FcCl,  ix  1:1  HCl. 


Fig.  31.    Alloy  No.  18.  x  40. 

13.97%  Cr,  32.69%  Cu,  54.16%  Ni. 
Etched  in  1%  FeClj  ix  1:1  HCl. 


'■^<J^ 


Fig.  32.    Alloy  No.  19.  x  40. 

11.80%  Cr,  20.8.5%  Cu,  66.25%  Ni. 
Etched  in  1%  FeCU  ix  1:1  HCl. 


'*^«i 


■*^ 


Fig.  33.    Alloy  No.  20.  x  40. 

11.90%  Cr,  11.83%  Cu,  76.27%  Ni, 
Etched  in  1%  FeCU  in  1:1  HCl. 
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Fig.  34.    Alloy  No.  21.        x  40. 

19.37%  Cb,  78.99%  Nl 
Etched  in  1%  FeCl,  in  1 :  1  HCl. 


Fig.  35.    Alloy  No.  22.     x  40. 
13.15%  Cr,  87.93%  Cu. 
Not  Etched.    Stained  in  I  in  KI. 


Fig.  36.  Alloy  No.  23.  x  40. 

10.56%  Cb,  80.58%  Cu,  9.38%  Ni. 
Etched  Lightly  in  1%  FeCU  in  1: 
HCl. 


Fig.  37.    Alloy  No.  24.  x  40. 

14.56%  Cb,  56.30%  Cu,  29.24%  Ni. 

Etched  and  then  Stained  in  I  in  KI. 
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Fig.  38.    Allot  No.  25.         x  40. 

13.62%  Cr,  66.92%  Cu,  19.20%  Ni. 

Etched  and  then  Stained  in  I  in  KI. 


Fig.  39.    Alloyed  No.  26.      x  40. 
19.30%  Cr,  44.08%  Cu,  36.34%   Ni. 
Not  Etched,  but  Stained  in  I  in  KI. 


Fig.  40.    Alloy  No.  27.  x  40. 

15.99%  Cr,  36.70%  Cu,  47.31%  Ni. 

Stained  in  I  in  alcohol. 


m^m- 


Fig.  41.    Alloy  No.  28.  x  40. 

19.86%  Cr,  22.20%  Cu,  57.36%  Ni, 

Stained  in  I  in  alcohol. 
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Fig.  42.    Alloy  No.  29.  x  40. 

19.64%  Cr,  10.88%  Cu,  68.62%  Ni. 
Etched  in  1%  FeCl.  ix  1:1  HCl. 


Fig.  43.    Alloy  No.  30.  x  40. 

21.52%  Cr,  76.95%   Ni. 
Etched  in  1%  FeCU  in  1:1  HCl. 


Fig.  44.    Alloy  No.  31.  x  40. 

9.89%  Cr,  89.82%  Cu. 
Not  Etched.    Belief  Polishing. 


Fig.  45.    Ali-oy  No.  32.  x  40. 

17.66%  Cr,  73.63%  Cu,  8.55%  Ni. 
Not  Etched.    Eelief  Polishing. 
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Fig.  46.    Alloy  No.  33.  x  40. 

22.00%  Cr,  .59.62%  Cu,  19.48%  Nl 

Etched  in  I  ix  KI. 


Fig.  47.    Alloy  No.  34.  x  40. 

2.5.10%  Cr,  45.70%  Cu,  29.52%  Ni. 
Etched,  thex  Stained  ix  I  ix  KI. 


Fig.  48.    Alloy  No.  35.  x  40. 

29.46%  Cr,  33.76%  Cu.  36.78%  Ni. 
Etched,  thex  Staixed  ix  T  ix  KI. 


Fig.  49.    Alloy  No.  36.  x  40. 

28.10%  Cr,  22.58%  Cu,  48.42%  Nl 
Etched,  thex  Stained  ix  I  ix  KI. 
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Fig.  50.    Alluy  Xo.  37.  x  40. 

29.70%  Cr,  10.90%  Cu.  58.12%  Ni. 
Etched  in  1%  FeCl,  ix  1:1  HCl. 


Fig.  51.    Alloy  Xo.  oS.  x  40. 

28.44%  Cr,  71.56%  Ni. 
Etched  in  1%  FeCU  in  1:  1  HCl. 


Fig.  52.    Alloy  No.  39.         x  40. 
Approx.  35.29%  Cr,  64.71%  Cu. 


Fig.  53.  Alloy  No.  40.  x  40. 
19.93%Cr,  70.57%  Cu,  8.99%  Ni. 
Not  Etched.    Relief  Polishing. 
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Fig.  54.    Alloy  No.  41.         x  40. 

31.63%  Cr,  54.16%  Cu,  14.21%  Ni. 

Stained  in  I  ix  alcohol. 


Fig.  55.    Alloy  Xo.  42.  x  40. 

38.16%  Cr,  33.60%  CiT,  26.78%  Nl. 

Etched,  then  Stained  in  I  in 

Alcohol. 


Fig.  56.    Alloy  Xo.  43.  x  40. 

41.32%  Cr,  22.68%  Cu,  34.60%  Nl. 

Etched,  then  Stained  in  I  in 

Alcohol. 


Fig.  57.    Alloy  Xo.  44.         x  40. 

43.30%  Cr,  11.02%  Cu,  46.46%  Nl. 

Etched,  then  Stained  in  I  in 

Alcohol. 
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Fig.  58.    Alloy  No.  4.j.  x  40. 

44.937c  Cr,  56.5.5%  Ni. 

Etched  in  Aqua   Recia. 


Fig.  59.    Alloy  No.  48.  x  60. 

54.92%  Cr,  28.42%  Cu,  17.12%  Nl 

Staixed  IX  T  IX  Alcohol. 


^:^,  ^»^.^v.^:^si 
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Fig.  60.    Alloy  No.  49.  x  40. 

47.54%  Cr,  24.12%  Cu,  26.28%  Ni. 

Pollshed.     Not  Etched. 


Fig.  61.    Alloy  No.  49.  x  40. 

47..54%  Cr,  24.12%  Cu,  26.28%  Ni. 

Stained  in  I  in  KI. 
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"^^-^%  "'•  ^^ 

Fig.  62.    Alloy  .\o.  .10.  x  40. 

Approx.  46.6%  Cr,  11.4%  Cu,  42.0% 

Ni. 

Stained  ix  I  in   Alcohol. 


Fig.  63.    Alloy  Xo.  51.  x  40. 

57.40%  Cr,  41.66%  Ni. 

Etched  in  Aqua  Eegia. 


M^^ 


Fig.  64.    Alloy  Xo.  55.  x  40. 

Approx.  56.6%  Cr.  11.5%  Cu,  31.9% 

Xi. 

Etched  in  Aqua   Regia. 


Fig.  65.    Alloy  X'o.  56.  x  40. 

Approx.  57%  Cr,  43%  Ni. 
Etched  in  1%  FeCl,  in  1:1  HCl. 
then  Stained  in  I  in  Alcohol. 
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APPENDIX 

Historical  Review 

In  this  review  it  is  intended  to  give  only  the  more  important 
results  of  previous  investigations  and  references  to  the  original 
publications. 

1.  Copper-Nickel  Alloys. — Christofle  and  Bouilhet*  prepared 
alloys  containing  50  per  cent  of  copper  and  50  per  cent  of  nickel, 
and  85  per  cent  of  copper  and  15  per  cent  of  nickel,  and  observed 
some  of  their  properties. 

In  1896  H.  Gautierf  made  a.  more  extensive  study  of  these 
alloys.  He  determined  their  freezing  points  and  concluded  that  they 
formed  a  definite  chemical  compound  having  the  formula  CuNi  which 
melted  at  1340  degrees  C.  The  original  paper  was  presented  by  H. 
Moissan. 

Heycock  and  Nevillet  in  their  work  on  the  ''Complete  Freezing- 
point  Curves  of  Binary  Alloys  containing  Silver  or  Copper  together 
with  Another  Metal"  tried  the  effect  of  the  addition  of  small 
amounts  of  nickel  upon  the  freezing  point  of  copper  and  found  that 
the  freezing  point  was  raised  from  1080  to  1110  degrees  C.  by  the 
addition  of  4.5  per  cent  of  nickel. 

Kurnakoff  and  Schemtschny^  prepared  alloys  from  electrolytic 
copper  and  nickel,  determined  their  freezing  points,  plotted  the 
freezing-point  curve,  studied  the  structure  of  the  different  speci- 
mens, and  pointed  out  certain  similarities  to  the  alloys  of  iron- 
copper,  cobalt-copper,  and  copper-nickel.  They  took  1484  degrees 
C.  as  the  melting  point  of  nickel  which  is  now  known  to  be  too  high. 

Guertler  and  Tammann§  in  their  investigation  of  the  alloys  of 
copper  and  nickel  showed  that  there  was  no  break  in  either  the 
liquidus  or  solidus  curves.  This  showed  that  these  alloys  do  not 
form  a  definite  chemical  compound  as  had  been  claimed  by  H. 
Gautier.  They  made  also  both  magnetic  and  microscopic  examina- 
tions and  showed  the  effect  of  heat  on  the  magnetic  properties  as 
well  as  the  effect  of  the  rate  of  cooling  on  the  grain  and  crystal 
size. 


*Christofle  and  Bouilhet,  Bui.  Soc.  Chem.,  Vol.  26,  p.  419,   1876. 

Compt.  rend.,  Vol.  83,  p.  29,  1876. 

tH.  Gautier,   Compt.  rend..  Vol.   123,  p.   172,   1896. 

tHeycock  and  Neville,  Philos.  Trans.,  189A,  p.  25,  1897 

fKurnakoff  and  Schemtschny,  Z.  anorg.  Chem.,  Vol.  54,  p.  149,   1907 

§Guertler  and  Tammann,  Z.  anorg.  Chem.,  Vol.  52,  p.  25,   1907. 
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The  following  year  (1908)  Victor  E.  Tafel*  published  the  results 
of  his  studies  of  the  constitution  of  the  binary  system  copper- 
nickel.  His  work  seems  to  be  the  best  that  has  been  published.  For 
convenience  his  results  are  shown  diagrammatically  in  Fig.  66.  He 
obtained  higher  values  for  both  the  liquidus  and  the  solidus  curves 
than  did  Guertler  and  Tammann,  but  that  may  be  attributed  to  the 
fact  that  they  used  nickel  which  contained  a  considerable  amount  of 
impurities  (0.47  per  cent  Fe,  1.86  per  cent  Co.)  which  would  lower 
the  freezing  points. 

E.  Vigourouxt,  using  pure  metals  especially  free  from  cobalt, 
prepared  a  series  of  copper-nickel  alloys,  but  he  was  unable  to  detect 
any  indication  of  definite  chemical  compounds  by  chemical  investiga- 

N 
tion  or  by  a  study  of  the  electromotive  forces  in  the  cells  Ni  — — , 

1 
.NiSOi — CuNi    alloy    and    Cu ^,NiS04 — CuNi   alloy.     His  results 

by  this  method  agree  with  those  obtained  by  the   cooling-curve 
method. 
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Fig.  66.     Copper-Nickel  Equilibrium  Diagram  After  Tafel. 


♦Victor  E.   Tafel,   Metallurgie,  Vol.    5,   p.   348,   1908. 
tE.  Vigouronx,  Compt.  rend..  Vol.  159,  p.  1378,  1909. 
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David  H.  Browne*  secured  U.  S.  patent  934,278  (Sept.  14,  1910) 
for  the  manufacture  of  nickel  and  copper-nickel  alloys  by  electric- 
ally fusing  compounds  of  the  metals  as  sulfide  matte  with  lime  (CaO), 
forming  calcium  sulfide  (CaS),  sulfur  dioxide  (S02),  and  an  alloy 
of  the  metals. 

2.  CJironiium-Coppcr  Alloys. — H.  Moissanf  prepared  an  alloy 
of  chromium  and  copper  which  contained  about  0.5  per  cent  of  chrom- 
ium. It  was  more  resistant  to  humid  air  than  was  copper  and  took  a 
beautiful  polish. 

H.  Goldschmidtl  has  described  an  alloy  of  chromium  and  cop- 
per containing  10  per  cent  of  chromium  and  having  the  color  of 
copper,  but  being  harder.  The  Goldschmidt  Thermit  CompanyTJ,  90 
West  Street,  New  York,  now  offers  for  sale  an  alloy  of  chromium- 
copper  containing  10  per  cent  of  chromium.  The  alloy  is  made  by 
the  aluminothermic  method.  This  alloy  is  discussed  more  fully  in 
Chapter  II. 

Hamilton  and  Smith  §  heated  chromium  oxide  and  metallic 
copper  in  a  carbon  crucible  and  in  the  presence  of  carbon,  by  which 
process  they  obtained  an  alloy  of  gray-red  color  and  of  a  hardness 
which  placed  it  next  to  the  alloys  containing  tungsten  and 
molybdenum.  The  alloy  gave  the  analysis:  88.18  per  cent  Cu,  3.22 
per  cent  Cr,  1.35  per  cent  Fe,  2.38  per  cent  C,  and  4.13  per  cent 
gangue.    The  specific  gravity  was  8.3. 

Binet  de  Jassonnix**  stated  that  chromium  dissolved  in  copper 
to  the  extent  of  about  1.6  per  cent,  but  that  on  cooling,  the  chro- 
mium separated  in  a  very  finely  divided  condition. 

G.  Hindrichsft  made  a  more  extensive  study  of  the  alloys  of 
chromium  and  copper.  He  decided  that  the  freezing  point  of  cop- 
per was  lowered  about  eight  degrees  by  the  addition  of  0.5  per 
cent  of  chromium  and  that  the  maximum  solubility  of  chromium  in 
copper  was  0.5  per  cent.  He,  likewise,  found  that  the  freezing 
point  of  chromium  was  lowered  from  1550  to  about  1470  degrees  C. 
by  the  addition  of  5  per  cent  of  copper  and  considered  that  the 
maximum  solubility  of  copper  in  chromium  was  not  over  5  per 
cent.     From  his   researches   it   seems   that  there   are   two   eutectic 


♦David  H.  Browne,  C.  A.,  Vol.  4,  p.  41,   1910. 

tH.  Moissan,   Compt.  rend.,  Vol.  119,  p.  18.5,   1894. 

H.  Moissan,  Compt.  rend..  Vol.  122,  p.  1302,   1896. 
JH.  Goldschmidt,  Liebigs  Ann.,  Vol.  301,  p.  25,  1898. 
HThermit  Carbon-Free  Metals,  Pamphlet  No.  20,  2nd  ed.,  p.  23. 
§Hamilton  and  Smith,  Jour.  Am.  Chem.  Soc,  Vol.  23,  p.  1.51,  1901. 
**Binet  de  Jassonix,  Compt.  rend.,  Vol.  144,  p.  915,   1907. 
ttG.  Hindrichs,  Z.  anorg.  Chem.,  Vol.  59,  p.  414,  1908. 


A  STUDY  OF  THE  ALLOYS  OF  CHROMIUM,  COPPER,  AND  NICKEL 


55 


points  ill  the  cliromium-eopper  freezing  point  curve.  His  chro- 
mium-copper diagram  has  been  reproduced  in  Fig,  67.  He  pointed 
out  some  of  the  difficulties  in  working  with  chromium  or  chromium- 
copper  allocs.  Chromium  remains  viscous  after  melting,  attacks 
the  crucibles,  insulating  tubes,  etc.,  and  has  a  strong  tendency  to 
oxidize.  He  was  not  able  to  get  chromium  and  copper  to  separate 
into  tAvo  well-defined  layers. 

From  the  foregoing  paragraphs  it  may  be  seen  that  the  different 
investigators  have  placed  the  solubility  of  chromium  in  copper  at 
0.5,  1.6,  3.22,  and  10  per  cents. 
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Fig.  67.    Copper-Chromium  Equilibrium  Diagram  After  Hindrichs. 


3.  Cli7'oniium-Nickel  Alloys. — G.  Voss*  has  investigated  the 
alloys  of  chromium  and  nickel.  His  chromium-nickel  diagram  has 
been  reproduced  in  Fig.  68.  At  the  time  he  published  his  paper 
he  stated  that  he  was  unable  to  find  any  published  literature  on  the 
subject  and  at  the  present  time  he  seems  to  be  the  only  one  who 
has  published  his  researches.  However,  there  have  been  extensive 
researches  in  the  development  of  such  alloys  as  "Nichrome",  but 
these  have  been  conducted  in  commercial  laboratories  and  the  re- 


*G.  Voss,  Z.  anorg.  Chem.,  Vol.  57,  p.  34,  1908. 
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suits  have  not  been  published.  Voss  showed  that  the  system  con- 
sists of  two  series  of  solid  solutions  with  a  minimum  freezing  point 
of  about  42  per  cent  of  nickel.  From  a  microscopic  examination  he 
concluded  that  the  point  represented  a  true  eutectic,  although  he 
was  not  able  to  demonstrate  the  presence  of  a  eutectic  structure 
on  either  side  of  this  point.  He  assumed  the  presence  of  a  solution 
gap  (Mischuiigsliicke).  On  the  other  hand  Guertler*  concluded 
that  the  structure  represented  a  condition  of  unstable  equilibrium, 
which  he  termed  a  psuedoeutectic  produced  by  the  extreme  viscosity 
of  the  chromium. 
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To  summarize,  the  binary  alloys  belong  to  three  different 
classes:  copper-nickel  representing  those  which  have  continuous 
freezing-point  curves,  chromium-nickel  representing  those  which 
have  two  series  of  solid  solutions  and  a  minimum  freezing  point, 
and  chromium-copper  those  which  have  two  eutectic  points.  The 
freezing-point  curves  for  copper-nickel  and  for  chromium-nickel 
seem  to  be  pretty  well  established,  but  the  exact  location  of  a  large 
part  of  the  freezing-point  curve  for  chromium-copper  is  unknown. 


♦Guertler,  Metallographie,  Vol.  1.  Part  I,  p.  209,  1912. 
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4.  Ternary  Alloys. — The  ternary  alloys  of  chroniium-copper- 
niekcl  have  not  been  described,  so  far  as  is  known  to  the  writers, 
but  four  ternary  systems  which  are  somewhat  closely  related  have 
been  reported:  eopper-nickel-zinc  by  Victor  E.  Tafel,*  copper- 
iron-nickel  by  R.  Vogel,t  copper-manganese-nickel  by  N.  Parravano,| 
and  cobalt-copper-nickel  by  Wahlert.^ 


♦Victor   E.    Tafel,   Metallurgie,    Vol.    5,   p.   413,    1908. 
tR.  Vogel,  Z.  anorg.  Chem.,  Vol.  67,  p.  1,  1910. 
JN.  Parravano,  Inter.  Z.  Metallographie,  Vol.  4,  p.  171,  1913. 

^Wahlert.   Oester.  Z.  Berg.  Hiittenw.,  Vol.   62,  pp.  341-6,   357-61,   374  8,   392-5,  and  406- 
10,    1914.    C.A.,  Vol.   8,   p.   3549,    1914. 
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Bulletin  No.  1.  Tests  of  Reinforced  Concrete  Beams,  by  Arthur  N.  Talbot.  1904.  None 
a  cailable. 

Circular  No.  1.     High  Speed  Tool  Steels,  by  L.  P.  Breckenridge.  1905.     None  available. 

Bulletin!  No.  2.  Tests  of  High-Speed  Tool  Steels  on  Cast  Iron,  by  L.  P.  Breckenridge 
and  Henry  B.  Dirks.     1905.     None  available. 

Circular  No.  2.      Drainage  of  Earth  Roads,  by  Ira  O.  Baker.     1906.     None  available. 

Circular  No.  3.  Fuel  Tests  with  Illinois  Coal  (Compiled  from  tests  made  by  the  Tech- 
nologic Branch  of  the  U.  S.  G.  S.,  at  the  St.  Louis,  Mo.,  Fuel  Testing  Plan,  1904-1907),  by 
L.  P.  Breckenridge  and  Paul  Diserens.     1909.     Nojie  available. 

Bulletin  No.  3.  The  Engineering  Experiment  Station  of  the  University  of  Illinois,  by 
Ij.  p.  Breckenridge.      1906.     None  available. 

Bulletin  No.  4.  Tests  of  Reinforced  Concrete  Beams,  Series  of  1905,  by  Arthur  N.  Tal- 
bot.    1906.     Forty-five  cents. 

Bulletin  No.  5.  Resistance  of  Tubes  to  Collapse,  by  Albert  P.  Carman  and  M.  L.  Carr. 
1906.     None  available. 

Bulletin  No.  6.  Holding  Power  of  Railroad  Spikes,  by  Roy  I.  Webber.  1906.  Noiie 
available. 

Bulletin  No.  7.  Fuel  Tests  with  Illinois  Coals,  by  L.  P.  Breckenridge,  S.  W.  Parr,  and 
Henry  B.   Dirks.      1906.     None  available. 

Bulletin  No.  8.  Tests  of  Concrete:  I,  Shear;  II,  Bond,  by  Arthur  N.  Talbot.  1906. 
None  available. 

Bulletin  No.  9.  An  Extension  of  the  Dewey  Decimal  System  of  Classification  Applied  to 
the  Engineering  Industries,  by  L.  P.  Breckenridge  and  G.  A.  Goodenough.  1906.  Revised 
Edition  1912.     Fifty  cents. 

Bulletin  No.  10.  Tests  of  Concrete  and  Reinforced  Concrete  Columns.  Series  of  1906, 
by  Arthur  N.  Talbot.     1907.     None  available. 

Bulletin  No.  11.  The  Effect  of  Scale  on  the  Ti-ansmission  of  Heat  Through  Locomotive 
Boiler  Tubes,  by  Edward  C.  Schmidt  and  John  M.  Snodgrass.     1907.     None  available. 

Bulletin  No.  12.  Tests  of  Reinforced  Concrete  T-Beams,  Series  of  1906,  by  Arthur  N. 
Talbot.     1907.     None  available. 

Bulletin  No.  13.  An  Extension  of  the  Dewey  Decimal  System  of  Classification  Applied 
to  Architecture  and  Building,  by  N.  Clifford  Ricker.     1907.     None  available. 

Bulletin  No.  14.  Tests  of  Reinforced  Concrete  Beams,  Series  of  1906,  by  Arthur  N 
Talbot.     1907.     None  available. 

Bulletin  No.  15.  How  to  Burn  Illinois  Coal  "Without  Smoke,  byi  L.  P.  Breckenridge 
1908.     None  available. 

Bulletin  No.   16.     A  Study  of  Roof  Trusses,  by  N.  Clifford  Ricker.  1908.    None  available 

Bulletin  No.  17.  The  Weathering  of  Coal,  by  S.  W.  Parr,  N.  D.  Hamilton,  and  W.  P 
Wheeler.     1908.     None  available. 

Bulletin  No.  18.  The  Strength  of  Chain  Links,  by  G.  A.  Goodenough  and  L.  E.  Moore, 
1908.     Forty  cents. 

Bulletin  No.  19.  Comparative  Tests  of  Carbon,  Metallized  Carbon  and  Tantalum  Fila 
ment  Lamps,  bv  T.  H.  Amrine.     1908.     None  available. 

Bulletin  No.  20.  Tests  of  Concrete  and  Reinforced  Concrete  Columns,  Series  of  1907 
by  Arthur  N.  Talbot.     1908.     None  available. 

Bulletin  No.  21.  Tests  of  a  Liquid  Air  Plant,  by  C.  S.  Hudson  and  C.  M.  Garland 
1908.     Fifteen  cents. 

Bulletin  No.  22.  Tests  of  Cast-iron  and  Reinforced  Concrete  Culvert  Pipe,  by  Arthur 
N.  Talbot.     1908.     None  available. 

Bulletin  No.  23.  Voids,  Settlement,  and  Weight  of  Crushed  Stone,  by  Ira  O.  Baker. 
1908.     Fifteen  cents. 

*BuUetin  No.  24.  The  Modification  of  Illinois  Coal  by  Low  Temperature  Distillation, 
by  S.  W.  Parr  and  C.  K.  Francis.     1908.     Thirty  cents. 

Bulletin  No.  25.  Lighting  Country  Homes  by  Private  Electric  Plants,  by  T.  H.  Amrine. 
1908.     Twenty  cents. 

Bulletin  No.  26.  High  Steam-Pressures  in  Locomotive  Service.  A  Review  of  a  Report 
to  the  Carnegie  Institution  of  Washington,  by  W.  F.  M.  Goss.     1908.     Twenty-five  cents. 

Bulletin  No.  27.  Tests  of  Brick  Columns  and  Terra  Cotta  Block  Columns,  by  Arthur 
N.  Talbot  and  Duff  A.  Abrams.     1909.     Twenty-five  cents. 

Bulletin  No.  28.  A  Test  of  Three  Large  Reinforced  Concrete  Beams,  by  Arthur  N.  Tal- 
bot.    1909.     Fifteen  cents. 

Bulletin  No.  29.  Tests  of  Reinforced  Concrete  Beams:  Resistance  to  Web  Stresses, 
Series  of  1907  and  1908,  by  Arthur  N.  Talbot.     1909.     Forty-five  cents. 

*Bulletin  No.  30.  On  the  Rate  of  Formation  of  Carbon  Monoxide  in  Gas  Producers,  by 
J.  K.  Clement,  L.  H.  Adams,  and  C.  N.  Haskins.     1909.     Twenty-five  cents. 

*  Bulletin  No.  31.  Fuel  Tests  with  House-heating  Boilers,  by  J.  M.  Snodgrass.  1909. 
Fifty-five  cents. 

Bulletin  No.  32.     The  Occluded  Gases  in  Coal,  by  S.  W.  Parr  and  Perry  Barker.    1909. 
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Bulletin  No.  33.  Tests  of  Tungsten  Lamps,  by  T.  H.  Amrine  and  A.  Guell.  1909. 
Twenty  cents. 

*Bulletin  No.  34.  Tests  of  Two  Tj-pes  of  Tile  Roof  Furnaces  under  a  Water-Tube  Boiler, 
by  J.  M.  Snodgrass.     1909.     Fifteen  cents. 

Bulletin  No.  35.  A  Study  of  Base  and  Bearing  Plates  for  Columns  and  Beams,  by 
N.  Clifford  Ricker.      1909.     Twenty  cents. 


*A  limited  number  of  copies  of  those  bulletins  which  are  starred  are  available  for  free 
distribution. 
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Bulletin  No.  36.  The  Thermal  Conductivity  of  Fire-Clay  at  High  Temperatures,  by 
J.  K.  Clement  and  \V.  L.  Egy.     1909.     Twenty  cents. 

Bulletin  No.  37.  Unit  Coal  and  the  Composition  of  Coal  Ash,  by  S.  W.  Parr  and  W.  F 
Wheeler.     1909.     Thirty-five  cents. 

*Bulletin  No.  3S.  The  Weathering  of  Coal,  by  S.  W.  Parr  and  W.  F.  Wheeler.  1909 
Twenty-fi,ve  cents. 

*Bulletin  No.  39.  Tests  of  Washed  Grades  of  Illinois  Coal,  by  C.  S.  McGovney.  1909 
Seventy-five  cents. 

Bulletin  No.  40.     A  Study  in  Heat  Transmission,  by  J.  K.  Clement  and  C.  M.  Garland 

1910.  Ten  cents. 

*Bulletin  No.  41.     Tests  of  Timber  Beams,  by  Arthur  N.  Talbot.     1910.     Twenty  cents 

*Bulletin  No.  42.  The  Effect  of  Keyways  on  the  Strength  of  Shafts,  by  Herbert  F 
Moore.     1910.     Ten  cents. 

Bulletin  No.  43.  Freight  Train  Resistance,  by  Edward  C.  Schmidt.  1910.  Seventy 
five  cents. 

Bulletin  No.  44.  An  Investigation  of  Built-up  Columns  Under  Load,  by  Arthur  N.  Tal 
bot  and  Herbert  F.  Moore.     1911.     Thirty-five  cents. 

*Bulletin  No.  45.  The  Strength  of  Oxyacetylene  Welds  in  Steel,  by  Herbert  L.  Whitte 
more.     1911.     Thirty-five  cents. 

*Bulletin  No.  46.  The  Spontaneous  Combustion  of  Coal,  by  S.  W.  Parr  and  F.  W 
Kressmann.      1911.      Forty-five  cents. 

*Bulletin  No.   47.     Magnetic   Properties  of   Heu.sler   Alloys,    by  Edward   B.    Stephenson, 

1911.  Twenty-five  cents. 

*Bulletin  No.  48.  Resistance  to  Flow  Through  Locomotive  Water  Columns,  by  Arthur 
N.  Talbot  and  Melvin  L.  Enger.      1911.     Forty  cents. 

*Bulletin  No.  49.  Tests  of  Nickel-Steel  Riveted  Joints,  by  Arthur  N.  Talbot  and  Herbert 
P.  Moore.     1911.     Thirty  cents. 

*Bulletin  No.  50.     Tests  of  a  Suction  Gas  Producer,  by  C.  M.  Garland  and  A.  P.  Kratz. 

1912.  Fifty  cents. 

Bulletin  No.  51.  Street  Lighting,  by  J.  M.  Bryant  and  H.  G.  Hake.  1912.  Thirty-five 
cents. 

*Bulletin  No.  52.  An  Investigation  of  the  Strength  of  Rolled  Zinc,  by  Herbert  P.  Moore. 
1912.     Fifteen  cents. 

*Bullelin  No.  53.  Inductance  of  Coils,  by  Morgan  Brooks  and  H.  M.  Turner.  1912. 
Forty  cents. 

*Bulletin  No.  54.  Mechanical  Stresses  in  Transmission  Lines,  by  A.  Guell.  1912. 
Twenty  cents. 

*Bulletin  No.  55.  Starting  Currents  of  Transformers,  with  Special  Reference  to  Trans- 
formers with  Silicon  Steel  Cores,  by  Trygve  D.  Yensen.     1912.     Twenty  cents. 

*  Bulletin  No.  56.  Tests  of  Columns:  An  Investigation  of  the  Value  of  Concrete  as 
Reinforcement  for  Structural  Steel  Columns,  by  Arthur  N.  Talbot  and  Arthur  R.  Lord.  1912. 
Twenty-five  cents. 

*Bulletin  No.  57.  Superheated  Steam  in  Locomotive  Service.  A  Review  of  Publication 
No.  127  of  the  Carnegie  Institution  of  Washington,  by  W.  F.  M.  Goss.      1912.     Forty  cents. 

*Bulletin  No.  58.  A  New  Analysis  of  the  Cylinder  Performance  of  Reciprocating  En- 
gines, by  J.  Paul  Clayton.     1912.     Sixty  cents. 

*Bulletin  No.  59.  The  Effect  of  Cold  Weather  Upon  Train  Resistance  and  Tonnage 
Rating,  by  Edward  C.     Schmidt  and  P.  W.  Marquis.     1912.     Twenty  cents. 

*Bulletin  No.  60.  The  Coking  of  Coal  at  Low  Temperatures,  with  a  Preliminary  Study 
of  the  By-Products,  by  S.  W.  Parr  and  H.  L.  Clin.     1912.     Twenty-five  cents. 

*  Bulletin  No.  61.  Characteristics  and  Limitations  of  the  Series  Transformer,  by  A.  R. 
Anderson  and  H.  R.  Woodrow.     1913.     Twenty-five  cents. 

Bulletin  No.  62.  The  Electron  Theory  of  Magnetism,  by  Elmer  H.  Williams.  1913 
Thirty-five  cents. 

Bulletin  No.  63.  Entropy-Temperature  and  Transmission  Diagrams  for  Air,  by  C.  R. 
Richards.     1913.     Twenty- five  cents. 

*Bulletin  No.  64.  Tests  of  Reinforced  Concrete  Buildings  Under  Load,  by  Arthur  N. 
Talbot  and  Willis  A.  Slater.     1913.     Fifty  cents. 

*Bulletin  No.  65.  The  Steam  Consumption  of  Locomotive  Engines  from  the  Indicator 
Diagrams,  by  J.  Paul  Clayton.     1913.     Forty  cents. 

Bulletin  No.  66.  The  Properties  of  Saturated  and  Superheated  Ammonia  Vapor,  by  G.  A. 
Goodenough  and  William  Earl  Mosher.      1913.      Fifty  cents. 

Bulletin  No.  67.  Reinforced  Concrete  Wall  Footings  and  Column  Footings,  by  Arthur 
N.  Talbot.     1913.     Fifty  cents. 

*Bulletin  No.  68.  Strength  of  I-Beams  in  Flexure,  by  Herbert  F.  Moore.  1913. 
Twenty  cents. 

*Bulletin  No.  69.      Coal  Washing  in  Illinois,  by  F.  C.  Lincoln.     1913.     Fifty  cents. 

Bulletin  No.  70.  The  Mortar  Making  Qualities  of  Illinois  Sands,  by  C.  C.  Wiley.  1913. 
Twenty  cents. 

Bulletin  No.  71.  Tests  of  Bond  between  Concrete  and  Steel,  by  Duflf  A.  Abrams.  1914. 
One  dollar. 

*Bulletin  No.  72.  Magnetic  and  Other  Properties  of  Electrolytic  Iron  Melted  in  Vacuo, 
by  Trygve  D.  Yensen.     1914.     Forty  cents. 

*Bulletin  No  73.     Acoustics  of  Auditoriums,  by  F.   R.  Watson.      1914.      Twenty  cents. 

*Bulletin  No.  74.  The  Tractive  Resistance  of  a  28-Ton  Electric  Car,  by  Harold  H.  Dunn. 
1914.     Twenty-five  cents. 

*A  limited  number  of  copies  of  those  bulletins  which  are  starred  are  available  for  fre« 
distribution. 
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Bulletin  No.  75.  Thermal  Properties  of  Steam,  by  G.  A.  Goodenough.  1914.  Thirty- 
five  cents. 

Bulletin  No.  76.  The  Analysis  of  Coal  with  Phenol  as  a  Solvent,  by  S.  W.  Parr  and 
H.  P.  Hadley.     1914.     Twenty-five  cents. 

*Bulletin  No.  77.  The  Effect  of  Boron  upon  the  Magnetic  and  Other  Properties  of 
Electrolytic  Iron  Melted  in  Vacuo,  by  Trygve  D.  Yensen.     1915.     Ten  cents. 

*Bulletin  No.  78.     A  Study  of  Boiler  Losses,  by  A.  P.  Kratz.     1915.     Thirty-five  cents. 

*BuUetin  No.  79.  The  Coking  of  Coal  at  Low  Temperatures,  With  Special  Reference  to 
the  Properties  and  Composition  of  the  Products,  by  S.  W.  Parr  and  H.  L.  Clin.  1915. 
Twenty-five  cents. 

*Bulletin  No.  80.  Wind  Stresses  in  the  Steel  Frames  of  Office  Buildings,  by  W.  M.  Wil- 
son and  G.  A.  Maney.     1915.     Fifty  cents. 

*  Bulletin  No.  81.  Influence  of  Temperature  on  the  Strength  of  Concrete,  by  A.  B.  Mc- 
Daniel.     1915.     Fifteen  cents. 

*Bulletin  No.  82.  Laboratory  Tests  of  a  Consolidation  Locomotive,  by  E.  C.  Schmidt, 
J.  M.  Snodgrass  and  R.  B.  Keller.     1915.     Sixty-five  cents. 

*BuUetin  No.  83.  Magnetic  and  Other  Properties  of  Iron-Silicon  Alloys,  Melted  in 
Vacuo,  by  Trygve  D.  Yensen.     1915.     Thirty-five  cents. 

*Bulletin  No.  84.  Tests  of  Reinforced  Concrete  Flat  Slab  Structures,  by  A.  N.  Talbot 
and  W.  A.   Slater.      1916.     Sixty-five  cents. 

*Bulletin  No.  85.  Strength  and  Stiffness  of  Steel  Under  Biaxial  Loading,  by  A.  J. 
Becker.     1916.     Thirty-five  cents. 

*  Bulletin  No.  86.  The  Strength  of  the  Webs  of  I-Beams  and  Girders,  by  H.  F.  Moore  and 
W.  M.  Wilson.     1916.     Thirty  cents. 

*Bulletin  No.  87.  Correction  of  Echoes  in  the  Auditorium,  of  the  University  of  Illinois, 
by  F.  R.  Watson  and  J.  M.  White.  1916.     Fifteen  cents. 

*  Bulletin  No.  88.  Dry  Preparation  of  Bituminous  Coal  at  Illinois  Mines,  by  E.  A.  Hol- 
brook.     1916.     Seventy  cents. 

*Bulletin  No.  89.  Specific  Gravity  Studies  of  Illinois  Coals,  by  M.  L.  Nebel.  1916. 
Thirty  cents. 

*Bulletin  No.  90.  Graphical  Methods  in  Electric  Motor  Car  Calculations,  by  A.  M.  Buck. 
1916.     Twenty  cents. 

*Bulletin  No.  91.  Subsidence  Resulting  from  Mining,  by  L.  E.  Young  and  H.  H.  Stoek. 
1916.     One  dollar. 

*Buletin  Ko.  92.  The  Tractive  Resitance  of  Curves  of  a  28-Ton  Electric  Car,  by  E.  C. 
Schmidt  and  H.   H.   Dunn.      1916.     Twenty-five  cents. 

*BuUetin  No.  93.  A  Preliminary  Study  of  the  Alloys  of  Chromium,  Copper,  and  Nickel, 
by  D.  F.  McFarland  and  0.  E.  Harder.     1916.     Thirty  cents. 


*A  limited  number  of  copies  of  those  bulletins  which  aje  starred  are  available  for  free 
distribution. 
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EDMUND  J.  JAMES,  Ph.  D.,  LL.  D.,  President 

THE    UNIVERSITY   INCLUDES  THE   FOLLOWING   DEPARTMENTS: 

The  Oradnate  School 

The  College  of  Liberal  Arts  and  Sciences   (Ancient  and  Modern  Langaagtjs 

and  Literatures;  History,  Economics,  Political  Science,  Sociology;  Philoao- 
phy,  Psychology,  Education;, Mathematics;  Astronomy;  Geology;  Physici; 
Chemistry;  Botany,  Zoology,  Entomology;  Physiology;  Art  and  Design) 

The  College  of  Commerce  and  Business  Administration  (General  BusineBS, 
Banking,  Insurance,  Accountancy,  Eailway  Administration,  Foreign  Com- 
merce;  Courses  for  Commercial  Teachers  and  Commercial  •  and  Civie 
Secretaries) 

The  College  of  Engineering  (Architecture;  Architectural,  Ceramic,  Civil,  Elee- 
trical,  Mechanical,  Mining,  Municipal  and  Sanitary,  and  Railway  Enci- 
neering) 

The  College  of  Agriculture  (Agronomy;  Animal  Husbandry;  Dairy  Husbandry; 
Horticulture  and  Landscape  Gardening;  Agricultural  Extension;  Teachers' 
Course;  Household  Science) 

The  College  of  Law  (three-years'  course) 

The  School  of  Education 

The  Course  in  Journalism 

The  Courses  In  Chemistry  and  Chemical  Engineering 

The  School  of  Railway  Engineering  and  Administration 

The  School  of  Music  (four  years'  course) 

The  School  of  Library  Science  (two  years'  course) 

The  College  of  Medicine  (in  Chicago) 

The  College  of  Dentistry  (in  Chicago) 

The  School  of  Pharmacy  (in  Chicago;    Ph.G.  and  Ph.C.  courses) 

The  Summer  Session  (eight  weeks) 

Experiment  Stations  and  Scientific  Bureaus:  U.  S,  Agricultural  Experiment  Sta- 
tion; Engineering  Experiment  Station;  State  Laboratory  of  Natural  His- 
tory; State  Entomologist's  Office;  Biological  Experiment  Station  on  Illi- 
nois River;  State  Water  Survey;  State  Geological  Survey;  Mine  Rescue 
Station, 

The  library  collections  contain  (December  1,  1916)  379,220  volumes  and  93,207 
pamphlets.  f.' 
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